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Nuclear Power Chief Seeks Foreign Cooperation 
HK0108010688 Beijing CHINA DAILY (BUSINESS 
WEEKLY) in English 1 Aug 88 p 1 


[By staff reporter Yuan Zhou} 


[Text] The Chinese nuclear industry will continue to 
stress co-operation with foreign partners in the further 
development of power plants, said Jiang Xinxiong, the 
head of the Chinese nuclear industry in an interview 
with “Business Weekly.” 


Jiang, 57, was the last leader of the recently disbanded 
nuclear industry ministry, and he is now chief executive 
of one of the few Chinese business giants—the China 
General Corporation of the Nuclear Industry. 


The corporation was set up to replace the ministry as 
part of China's current reform process to separate gov- 
ernment and enterprise functions. 


Instead of being preoccupied with kecping China's 
nuclear arsenal on a par with those of other powers, Jiang 
said his corporation is aiming to turn the previously 
defence-oriented nuclear industry into a profitable busi- 
ness. 


While still seeking to improve the capabilities and tech- 
nology of the Chinese nuclear arsenal, the corporation, 
which employs 300,000 people, is converting 80 percent 
of the country’s nuclear enterprises to civilian produc- 
tion. The industry is currently concentrated in remote 
western regions, but bases are being moved to coastal 
areas so the industry can play a full part in the nation’s 
economic development. 


The corporation's main task at present is to learn how to 
build and manage power plants so as to lay the founda- 
tion for the further self-reliant development of nuclear 
power coupled with assistance from foreign countries in 
the fie’d of needed technical know-how, said Jiang. 


It is estimated that by the end of the century, the 
country’s nuclear power plants will have a total capacity 
of between 4.5 million and 6.7 million kilowatts. Nuclear 
power could be a major source of energy in China by the 
year 2040. 


“The development of nuclear power in China is inevita- 
ble because of the growing needs of economic expansion 
and other factors such as shortages in some non-renew- 
able resources, limited transport capacity and the danger 
of environmental pollution,” Jiang said. 


He predicted that by the end of this century, the 
country’s nuclear power capacity will have been 
increased by between 100 and 200 percent. Work is 
going on at the Qinshan Nuclear Power Plant, where a 
300,000-kilowatt capacity reactor is being built, and at 
Daya Bay Nuclear Power Station, where the reactors will 
have a total capacity of 1.8 million kilowatts. 


CHINA i 


Jiang admitted that although China had produced its 
own nuclear weapons, 1t still lacked expernence in build- 
ing nuclear power plants and needed to introduce foreign 
technical know-how to ensure safety and quality. 


At Qinshan Nuclear Plant, which is being built by 
Chinese, some key equipment worth 40 percent of the 
total equipment cost will have to be imported from 
Japan and Germany because Chinese machinery 1s 
below standard and the work cannot be held up, Jiang 
said. 


The Daya Bay plant in Guangdong Province is using 
nothing but foreign technology and equipment. 


However, in order to reduce costs, China has to gradu- 
ally localize the building of nuclear plants, he added. 


Production of power plants should be standardized in 
order to attract more customers 


Reactors similar to the two 600,000-kilowall reactors 
being built as part of the second phase of the Qunshan 
project in Zhejiang Province will be produced in small 
quantities for commercial use. Their design and manu- 
facture will be standardized and serialized, said Jiang. 


Fujian, Shanghai, Hainan, Liaoning, Nanjing and other 
eastern provinces and cities are conducting feasibility 
studies on nuclear power plants because of the serious 
electricity shortages in those areas. Shanghai and Hainan 
are planning to build nuclear power plants by introduc- 
ing foreign technology and investment 


But, Jiang said, in view of the country’s financial con- 
straints at present, nuclear power plants will be given less 
priority than thermal and hydroelectric power stations. 


Nuclear Fusion Study Reaches Advanced Level 
HK 1008054288 Beying ZHONGGUO XINWEN SHE 
in Chinese 0723 GMT 8 Aug &8 


[Report by reporter Xiao Longhan (S618 7893 5114): 
“China's No. | Controlled Fusion Device’ Reaches 
World's Advanced Level”’} 


[Text] Chengdu, 8 Aug (ZHONGGUO XINWEN 
SHE}—Li Zhengwu, a Chinese expert in controlled 
nuclear fusion, and honorary director of the 585 Insti- 
tute of Nuclear Industry, revealed days ago that: The 
study for more than three years indicates that “Chira’s 
No. | Controlied Fusion Device” has reached and sur- 
passed the experimental targets stipulated in the first 
phase of construction. This achievement illustrates that 
the development of China's study on controlled nuclear 
fusion has reached a new level. 


At present, the study on controlled nuclear fusion 1s one 
of the main direction of study of the world’s scientific 
and technical circles. On the basis of the principle that 
the sun and other stars will release energy, this study tries 
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io make the insiant nuciear fusion effects brought about 
by the explosion of a hydrogen bomb a controllable 
process, so that the energy released can be fully used by 
mankind. | 


“China’s No. | Controlled Fusion Devise” is a control- 
lable nuclear fusion device designed, developed, and 
installed by Chinese scientitic research personnel. It was 
completed, and started operation in September 1984. 


When it started operating, scientific and technical per- 
sonnel conducted joint readjustment of the overall con- 
Struction, and physics experimental study. The first 
batch of results of the experiments were obtained in 
1985. and they smoothly passed state appraisal and were 
accepted by the state. The parameters obtained by this 
device im various experiments in the last year have 
reached and surpassed the experimental targets stipu- 
lated in the first phases of construction. The means to 
identify the devices of the experiments, and the equip- 
ment for obtaining various parameters were increased 
from a few, when it was just started, to some 20 types. 
Besides, it has also taken up two experimental research 
projects entrusted by the inteinational atomic energy 
organization. 


Li Zhengwu claimed that: “China's No. | Controlled 
Fusion Device” has reached an advanced level compat- 
ible to that of the same device in the rest of the world. 


Nuclear Safety Supervision Standardized 
OW 2908193488 Beijing XINHUA Domestic Service in 
Chinese 0528 GMT 29 Aug 88 


[Text] Being, 29 Aug (XINHUA)}—China is gradually 
standardizing its nuclear safety supervision with the 
formulation and establishment of regulations and sys- 
tems for nuclear safety. This year, the Nuclear Safety 
Administration, guided by the State Council's “Regula- 
tions on ihe Management of Safety Supervision of 
Nuclear Equipment for Civil Use,” has so far formulated 
the “Detailed Rules on the Implementation of Safety 
Supervision in Nuclear Power Plants,” the “Report 
System of Operating Units in Nuclear Power Plants,” 
and the “Report System for Regional Supervision 
Stations,” thus stipulating principles, targets, and basic 
requirements for the supervision of nuclear safety. 


At the same time, the Nuclear Safety Administration has 
directed the Suzhou Nuclear Safety Center, which uses 
foreign reference materials, to compile a “Supervisor 
Manual” and a “Supervision Manual.” Suzhou Nuclear 
Safety Center is also undertaking the task of, by using 
reference mate-ials from the International Atomic 
Energy Agency, compiling a set of documents on ensur- 
ing the quality of supervision. The documents lay down 
the specific scope, contents, and methods of safety 
supervision. 
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The regulatory documents and documents for impie- 
mentation are thus instrumental in the supervision of 
nuclear safety. They provide a legal basis and basis for 
standardization of nuclear safety supervision. 


In May, the Nuclear Safety Administration began its first 
application of standardized supervision when inspecting 
the low-temperature nuclear heat reactor at Qinghua Uni- 
versity. Nuclear experts held that this standardized super- 
vision will provide the basis and method for future super- 
vision and inspection of this heat reactor. This form of 
standardized safety supervision can also be applied at 
other nuclear power plants and nuclear facilities. 


Daya Bay Nuclear Safety Committee Planned 
HK0508 140888 Beyjing ZHONGGUO XINWEN SHE 
in Chinese 1232 GMT 4 Aug 88 


{Report by correspondent Zhang Xu (1728 6079)] 


[Text] Hong Kong, 4 Aug (ZHONGGUO XINWEN 
SHE)}—Alt an interview today with this reporter, An 
Qingming, who 1s in charge of the Guangdong Nuclear 
Power Joint Venture Company, said: In view of the 
importance of—and Hong Kong people's concern for— 
nuclear safety in the construction and operation of the 
Daya Bay Nuclear Power Plant, a “Nuclear Safety ( on- 
sultative Committee for the Guangdong Daya Bay 
Nuclear Power Plant,” consisting of Hong Kong profes- 
sionals and well-known people, will be set up at Daya 
Bay on |2 August. 


It has been reported that the constitution of the “Nuclear 
Safety Consultative Committee for the Guangdong Daya 
Bay Nuclear Power Plant” stipulates: The committee is a 
special body of communication between the Guangdong 
Nuclear Power Joint Venture Company and Hong Kong 
residents on matters relating to nuclear safety ai the 
Daya Bay Nuclear Power Plant. Its duties include dis- 
cussing the reports of the Guangdong Nuclear Power 
Joint Venture Company on the implementation of the 
regulations guaranteeing nuclear safety in the construc- 
tion and operation of the Daya Bay plant, transmitting 
information about developments in the plant's nuclear 
safety to Hong Kong residents, and making suggestions 
and proposals in accordance with the rules and regula- 
tions of China's State Nuclear Safety Administration 
and in light of the actual conditions in Daya Say, using 
nuclear safety-related materials of international atomic 
organizations as reference. 


A source said: The committee will have 11 to 15 mem- 
bers. Apart from two people, who come from the China 
Nuclear Industry General Corporation and the Guang- 
dong Daya Bay Nuclear Power Joint Venture Company 
in charge of liaison matters, the rest of the staff will be 
composed of Hong Kong professionals and well-known 
people in medical, engineering, educational, and envi- 
ronmental protection circles. The Guangdong Nuclear 
Power Joint Venture Company is responsible for invit- 
ing committee members. It has been reported that Wo 
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Po-yan and Raymond Ho Chung-tai have accepted invi- 
tations and been entrusted with the task of taking charge 
of the first committee, on which members will sit for 
terms of 2 years. 


As early 7s September 1986, when the Hong Kong 
Nuclear Power Inspection Group visited Beijing, it pro- 
posed to Vice Premier Li Peng that a Daya Bay nuclear 
safety consultative body be set up, and it obtained Li 
Peng’s support. Last April the China Nuclear Industry 
General Corporation issued a circular instructing the 
Guangdong Nuclear Power Joint Venture Company to 
invite Hong Kong professionals and well-known people 
to prepare to establish the consultative body. With 
support from all sides concerned, the work has pro- 
gressed smoothly and now all the pieces are already in 
place. 


Daya Nuclear Committee ‘Responsible to People’ 
HK 1308091788 Hong Kong HONGKONG STANDARD 
in English 13 Aug 88 p 3 


[By S. Y. Wai} 


[Text] The newly established Sino-Hong Kong consulta- 
tive committee on the $28.8 billion Daya Bay project 
will be responsible to the six million people of Hong 
Kong. And committee members will inform locals of any 
developments concerning the safety of the nuclear power 
plant project “at once.” 


These were the assurances given by the chairman cf the 
committee, Mr Wong Po-yan, yesterday at its inaugura- 
tion ceremony in Shenzhen. 


The Nuclear Safety Consultative Committee for the 
Guangdong Daya Bay Nuclear Power Plant was set up 
under the plant's developer, the Guangdong Nuclear 
Power Joint Venture Company (GNPJVC) on the 
instructions of the Chinese Nuclear Industry General 
Company (NIGC). 


The committee is responsible to discuss the GNPJVC's 
reports on safety measures and their implementation 
during the construction and operation of the plant. 
These facts should also be communicated to Hong Kong 


people 


Another task 1s to make recommendations and com- 
ments on nuclear safety, subject to the regulations of the 
National Nuclear Safety Administration (NNSA). Rele- 
vant nuclear safety information of the International 
Atomic Energy Agency must also be taken into account 
as well as the actua' conditions of the plant. 


Speaking after the inauguration, committee chairman 
Mr Wong Po-yan said he believed the 12 Hong Kong 
members would report on Hong Kong peopic’s worries 
to the committee from time to time. Even though 12 of 


CHINA 


the 14 membx rs were from Hong Kong, there would be 
no office in the territory to collect local opinions, he said. 
Mr Wong said members would collect opinions individ- 
ually. 


“We have ears to listen to people and eyes to read 
newspapers, and that will be how we collect opinions 
which will be discussec in the committee,” he said. 


Mr Wong said he would ask fellow members what 
information they needed and then proceed from there 
for the first meeting. 


Asked about the support from two-thirds of members f pr 
any committee recommendation to go to the NIGC, Mr 
Wong said this requirement would not be applied to the 
release of information to Hong Kong r°~"e. 


He assured that information about any incidents ai the 
plant would be relayed to Hong Kong immediately 


On the committee's lack of power to monitor the plant, 
Mr Wong stressed that it was a consultative body which 
had no legal right to do so. That responsibility lay with 
the NNSA instead. 


The GNPJVC’'s general manager, Mr Zan Yunlong, said 
the right to monitor and the right to supervise could not 
be separated from each other. 


“The committee surely can't have the power to super- 
vise, so it will be effective if it only has the right to 
monitor. That's why it is a consultative body which we 
believe will function well,” he said 


Echoing Mr Zan’s view, Mr Wong said it would be 
meaningless to azgue over whether the committee should 
monitor the plant. 


On the status of the committee, both GNPJVC officials 
and Mr Wong dismissed the accusation it would not be 
independent from Chinese nuclear authorities 


Hong Kong anti-nuclear activists have strongly criticised 
the lack of independence of the commitice as everything 
concerning the setting up of the committee was decided 
solely by China. 


But GNPJVC executive director Mr An Qingming said 
the fact that China took such a decision did not mean the 
committee would not be independent 


“Somebody bas to organise and form the commiutice 
from scratch,” said Mr An. 


Mr Wong said that the committee would work indepen- 
dently and it would be responsible to both Hong Kong 
and mainland people. 
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Meanwhile, the Hong Kong Nuclear Investment Com- 
pany, a shareholder in the GNPJVC., said the setting up 
of the committee showed that the Chinese leadership 
was concerned about the safety of Hong Kong people. 


The committee has also received the Hong Kong Gov- 
ernment’s backing. 


The Secretary for Economic Services, Mrs Anson Chan, 
said the Government welcomed the establishment of the 
committee. She believed the committee would play a 
useful role in improving communications between the 
Chinese nuclear authorities and the operator of the plant 
and the Hong Kong community. 


“It will provide an opportunity for Hong Kong people to 
express their views on the operation and safety aspects of 
the Daya Bay Nuclear Power project and to keep abreast 
of deveiopments on this front.” 


The 14-member committee comprises Hong Kong pro- 
fessionals and other prominent people who are partici- 
pating in their personal capacity. 


Government ‘Welcomes’ Group 
OW 1308053888 Beijing XINHUA in Engtiiss 
1431 GMT 12 Aug 88 


[Text] Hong Kong, August 12 (XINHUA}—The Hong 
Kong Government welcomes the establishment of the 
Nuclear Safety Consultative Committee (NSCC) for the 
Guangdong Daya Bay Nuclear Power Station, said a 
government official today. 


A ceremony was held today at the construction site of the 
nuclear power station to officiate the set-up of the 
advisory body, which is expected to play a useful role in 
improving communications between the Chinese 
nuclear authorities anc operators of the Daya Bay 
Nuclear Power Station and the Hong Kong community. 


Among the 14 members of the committee, | 2 come from 
Hong Kong, including legislative councillors, profession- 
als, academics, and environmentalists. 


Mrs Anson Chan, the secretary for economic services, 
said she believed that the committee “will provide an 
opportunity for Hong Kong people to express their views 
on the operation and safety aspects of the Daya Bay 
Nuclear Power Project and to keep abreast of develop- 
ments on this front,” she said. 


The station, whose iwin reactors will produce 900 mega- 
watts each, 1s being built on the Daya Bay site, 52 km 
northeast of Hong Kong. Ii is due to begin generating 
electricity in October 1992. 


More thea half of the station's electricity will be trans- 
mitted into Hong Kong. 
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The Sino-Hong Kong joint venture has _ recently 
increased the number of quality control inspectors, and 
the construction schedule is being closely followed, 1 
was announced today. 


No Decision on Disposal of Daya Nuclear Waste 
HK 1508113188 Hong Kone SOLTH CHINA 
MORNING POST in English 15 Aug 88 p! 


{By Andy Ho] 


[Text] Radioactive waste from the Daya Bay nuclear 
power station is to be stored on the site for at least the 
first 10 years. Top officials of the Sino-Hong Kong joint 
project have yet to decide on how to dispose of the waste 
in the long-term. 


Hong Kong's most senior executive at Daya Bay, Mr 
William Stones, said the Guangdong Nuclear Power 
Joint Venture Company (GNPJVC) had ruled out 
dumping the nuclear waste into the sea. But the utility's 
15-member executive commitice remains undecided on 
the permanent disposal of the petentially hazardous 
uranium waste. 


Mr Stones pledged that the GNPJVC would adhere to 
current world practice in handling spent in nuclear fuel 
from its twin 900-megawatt reactors, at present under 
construction about 30 kilometres northwest of the bor- 
der. He said the company was still weighing the merits of 
two viable options—storage in remote underground cav- 


erns or reprocessing. 


“Since the power station will not enter service until 1992 
and provision has been made for temporary site storage 
of waste for about 10 years, there 1s adequate time for 
waste disposal plans and facilities to be completed,” said 
Mr Stones, the first deputy chairman of the scheme 


He explaired that intermediate and low level waste will 
be compacted and mixed with concrete before being 
placed in radiation-resistant drums for on-site storage. 


Another concrete layer can be added to the outside of the 
drums as an extra precautionary measure The waste will 
then be stored in containment buildings before being 
transferred to a strictly controlled dumping area in a 
remote area. Highly radioactive spent nuclear fuel rods 
from the reactors, on the other hand, will be stored in 
ponds to allow time for the most active materials to 
decay. They will later be removed from Daya Bay in 
heavily shielded casks. 


“The fuel will then cither continue to be stored in remote 
underground caverns or be reprocessed.” sand Mr 
Stones. 
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The GNPJVC, as the operat: © of the $28.8 billion Daya 
Bay station, 1s responsible for handling radioactive waste 
while on site. When the waste leaves the site, however, it 
will be the responsibility of China's nuclear authorities 
to ensure safety for its transport, disposal, storage or 
reprocessing. 


Surveys are underway in China to identify suitable 
disposal locations. 


“The basic requirements for storage of high le vel waste 
and spent fuel,” said Mr Stones, “are underground 
repositories deep in stable geological formation in 
remote land areas, perhaps in the far northwest of 
China”. 


In the case of reprocessing the active waste will he 
diluted to a very small fraction «of the original volume of 
the rod. 


The GNPJVC is negotiating with Chynese and French 
nuclear fuel producers on supply contracts for the Daya 
Bay facilities. 


A member of the newly-established Sino-Hong Kong 
Nuclear Safety Consultative Committee, Dr Raymond 
Yeung Man-kit, said temporary on-site storage of radio- 
active waste was a common practice. The Massachusetts 
Institute of Technology-qualified nuclear engineer said 
radioactive waste was usually returned to the fuel sup- 
plier for reprocessing. But Or Yeung added that he had 
no idea whether the same arrangement would apply to 
Daya Bay. 


Nuclear Safety Committee Forming 
OW0408 175688 Beijing XINHUA in English 
1429 GMT 4 Aug 88 


[Text] Shenzhen, August 4 (XINHUA}—A nuclear 
safety consultative committee for the Guangdong 
Nuclear Power Station will be inaugurated August | 2. 
XINHUA learned today. 


The committee will consist of representatives of the 
China Nuclear Industry Corporation and the Guang- 
dong Nuclear Power Joint Venture Company Ltd. as well 


as experts from Hong Kong. 


The committee will be organized according to a decision 
by the former Ministry of Nuclear Industry on account 
of Hong Kong residents’ concern over the safety of the 
Guangdong Nuclear Power Station. 


The station, now under construction, is located at Daya 
Bay, near Shenzhen in Guangdong Province and close to 


Horg Kong. 


CHINA 


Acceleration of Civil Nuclear Programme 
Reported 

51004015 Hong Kong HONG KONG STANDARD in 
English 26 Jul 88 p 6 


[Text] Beijing: China appears to be planning an acceler- 
ation of its civil nuclear programme before the year 
2000, but wants to avoid foreign aid as much as possible, 
Western experts here said yesterday. 


Apart from nuclear stations being built or planned at 
Daya Bay and Qinshan, reactors with a total capacity of 
1,200 to 3,400 megawatts will be built by the turn of the 
century, the communist party newspaper PEOPLE'S 
DAILY said last week. 


But no bids have been invited from foreign companies 
for these projects and no nuclear station was included in 
the sixth five-year plan for 1986 to 1990, Western 
experts said. 


The reports in the PEOPLE'S DAILY seem to announce 
an acceleration of the Chinese nuclear power station 
programme, which was frozen by the government in 
1986 because of the lack of hard currency to finance it, 
analysts said. 


The newspaper quoted the head of the Chinese nuclear 
industry, Jiang Xinxiong, as saying China intended 
establishing nuclear stations with a capacity of 4,500 to 
6.700 megawatts by the end of the century. 


“China wants to do without foreigners for the nuclear 
stations to come,” said the Beijing representative of a 
major Western company specialising in civil nuclear 


power. 


“It considers foreign bids too dear and says it can now do 
the work almost as well by itself.” 


China 1s currently building its first big civil nuclear 
power station, with a capacity of 1,800 megawatts, at 


Daya Bay, near Hongkong. 


Daya Bay uses French and British technology and equip- 
ment and 1s due to be finished in 1992. A 300-megawatt 
reactor 1s beng built at Qinshan, | 20 kilometres south of 
Shanghai, and two more 600-megawatt units are 
planned. 


The West German Kraft Werk Union (KWU), a subsid- 
iary of the giant Siemens company, and the French firm 
Framatome are bidding to construct these two. 


But Western industry sources here say negotiations have 
dragged on since last year with no concrete result in 


sight. 
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“At the start, the Chinese demanded that foreigners 
build most of the project,” one industrialist said. “Little 
by little, the part reserved for the foreigners shrank. 
When the contract ts signed, they will be lucky to get 30 
percent of the project.” 


China hopes to take advantage of the technology trans- 
fers at Daya Bay to master Western techniques and do 
without future foreign he!p in its nuclear programme, 
Western experts said. 


At the end of last year, then vice-premier and now Prine 
Minister Li Peng said China would increasingly use 
Chinese equipment to build its nuclear power stations. 


CHINA 


China was already “basically capable” of producing ail 
the necessary equipment, he said. 


The PEOPLE’S DAILY said the provincial authorities in 
Jiangsu, Fujian, Jiangxi, Hunan, Hainan and Jilin all 
said they wanted nuclear power stations. 


Before 1986, China said it would have a total nuclear 
capacity of 10,000 megawatts by the year 2000. 


But Western experts believe that, whatever happens, coal 
and hydro power will for a long time remain the princi- 
pal providers of electricity —AFP 
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HONG KONG 


Government Urged To ‘Tell Public’ About Daya 
Safety Plan 


51004016 Hong Kong HONG KONG STANDARD in 
English 19 Jul 88 p 5 


[Text] The Hongkong Institution of Engineers yesterday 
urged the Government to tell the public of its progress 
with the Daya Bay nuclear plant contingency plan. 


The plan is outlined in the Harwell Report released in 
May this year and recommends measures Hongkong 
could take to prepare for a nuclear accident. 


The institution concluded the plan followed interna- 
tional practice in its approach and carried useful infor- 
mation. 


It also said the report laid down a basis for a contingency 
plan. 


The institution's nuclear engineering division identified 
several areas of a scientific nature in the report which 
needed to be clarified or substantiated. 


It agreed with the finding that plans for evacuation were 
not needed due to the distance between Hongkong and 
Daya Bay. 


The Harwell Report, published by the UK Atomic 
Energy Authority, recommended the Hongkong Govern- 
ment plan for the introduction of measures other than 
evacuation, particularly those designed to prevent the 
consumption of contaminated food. 


It also said it was necessary to set up an organisatior to 
monitor and assess any release of radioactivity, decide 
and act on countermeasures, and keep the public 
informed of the situation. 
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Local Power Official Defends Daya Bay Panel 
HK0908013788 Hong Kong SOUTH CHINA 
MORNING POST in English 9 Aug 88 p 2 


[By Andy Ho} 


[Text] Hong Kong's most senior man at Daya Bay has 
defended the integrity of a cross-border advisory pane! 
being set up by his company at Shenzhen to advise on the 
safety aspects of the nuclear power scheme. 
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Environmental activists are sceptical of the panel, whose 
membership and jurisdiction are defined by the utility 
company which will operate the future Daya Bay facili- 
ties. But Mr William Stones, first deputy chairman of the 
Guangdong Nuclear Power Joint Venture Company, last 
night described the committee members as those who 
had the interests of Hong Kong at heart. 


The members, mostly from Hong Kong, are selected by 
the joint venture company, which is responsible for the 
$28.8 billion Daya Bay nuclear power plant now being 
built about 30 km northeast of the border. 


Speaking after a New Territories Rotary Club meeting, 
Mr Stones said: “The members are all highly profes- 
sional, very competent and sincere people who work very 
hard for Hong Kong. 


“I have no reason to suspect any of them will do 
anything other than to show their integrity by challeng- 
ing what we do. 


“Somebody has to select the members somehow,” he 
said, adding that his company would welcome any 
challenge from the panel. 


“We in Daya Bay ought to be capable of being chal- 
lenged. We are quite happy to accept that.” 


Mr Stones also pledged to furnish the committee with 
adequate information on the project and said the panel 
would serve as a good communication link to inform the 
Hong Kong public of developments at Daya Bay. 


Members vill also study reports from different overseas 
nuclear authorities tc ensure that safety measures at 
Daya Bay are up to international standards. 


Mr Stones is also the managing director of the China 
Light and Power Company, which holds a 25 percent 
stake in the Daya Bay joint venture with China through 
its fully-owned subsidiary—Hong Kong Nuclear Invest- 
ment Company. 


Although not a member of the Sino-Hong K ong advisory 
panel, Mr Stones will deliver a statement to the group's 
first working session at the joint venture group's head- 
quarters in Shenzhen on Friday. 


The list of members on the panel has yet to be finalised 
but the names identified so far include Legislative Coun- 
cillors, Mr Wong Poyan and Mr Stephen Cheong Kam- 
chuen. The Chinese Ministry of Nuclear Industry and 
the joint venture group will also be represented on the 
panel. 











Handling of Plutonium at Wroclaw Facility Decried 
51003004 Warsaw PRZEGLAD TYGODNIOWY 
in Polish No 20, 15 May 88 p 14 


[Article by Kazimierz Zakrzewski, professor emeritus, 
former director of the Radioummunology Department at 
the Swierk Institute of Nuclear Research, former scien- 
tific secretary of the United Nations Scientific Commit- 
tee for It.vestigating the Effects of Atomic Radiation, 
former chairman of the Federaivon of Biochemical Soci- 
eties: “Alpha at Polon™ under the rubric “Pole:aics”] 


[Text] In her article “Alpha at Polon” (PRZEGLAD 
TYGODNIOWY, No 9, 1988), Grazyna Mikolajczyk 
opened a Pandora's box. For it turned out that more than 
half a million smoke detectors containing a radioactive 
element, plutonium, are hanging over the heads of our 
country’s population. They serve, or are supposed to serve, 
to warn agains: the danger of fire. When many years ago at 
a United Nations scientific committee we gathered data on 
the use of radioactive materials in consumer appliances, we 
also received reports on smoke detectors whose active 
clement was various radioisotopes: natural uranium, so- 
called depleted uranium, americium, or xenon, bul never 
plutonium. This ensued besides not from any prohibition 
but from properly understood self-interest: investors erect- 
ing office buildings, warehouses, etc., were aware that they 
would have problems in renting them out were the news to 
spread that pluton:um was present on the premises. 


Plutonium is the most meracing of all known radioactive 
elements. It emits alpha-radiation, i.c., high-energy heavy 
particles. When inside living tissue, these particles spend all 
their energy over a path several to a dozen or more milli- 
meters long, which causes a living cell adjoining the path of 
the alpha-particle to have little chance of remaining undam- 
aged. As a result, alpha-radiation is bound to be several to a 
dozen or more times as likely to cause cancer as gamma- or 
x-radiation. 


For a better idea of the danger of plutonium, it should be 
added that alpha-radiation 1s difficult to detect in local 
condiivons. Plutonium 1s an extremely longlived element (its 
half-life is 25,000 years) and it is the most toxic of the 
known elements, more toxic than the hydrogen cyanide by a 
factor of wbout 1,000,0000. 


In Wroclaw there 1s a plant manufacturing smoke detectors 
that contain plutonium. That plant lacks thc materials 
needed to eliminate plutonium in the event of a breakdown. 
and ii does not have a sufficient number of sensors for 
detecting plutonium. When contamination with plutonium 
was discovered last January, it took as long as a week before 
a person authorized to formally record the contamination 
appeared at the offices of the Polon Plant. It took another 
week before the local “Sanepid™ [Sanitar, -Epidemiological] 
station was notified, which can be likened to notifying the 
fire department of a fire 10 [as published] days after it was 
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The plant's employees were long unable to find out whether 
they were or were not contaminated, because many labora- 
tory medical tests “did not take,” as the expert on these 
matters declared. That expert is unaware that if 1s not 
possible for a plutonium detection test “not to take” if it is 
performed by one of the methods used throughout the worid 
and if the laboratory performing it 1s properly organized. 


A plant administrator declared that the reason for the con- 
tamination was mechanical damage to the smoke detector, 
“e.g. striking it with a hammer.” He was zealously seconded 
by another administrator, who claimed that the detectors are 
fine but the “stupidity” of the users 1s without limits. These 
administrators are unaware that a plutonium-contairing 
device should withstand not only being struck with a hammer 
but also falling from considerable height onto a concrete 
floor. Just who then 1s displaying that “stupidity”? 


This whole affair is bound to prompt reflections. Of a 
certainty, it should not be glossed over by the adminir*rators 
of our nuclear energy centers. Isotope-containing devices 
are widely used in present-day technology, and even in daily 
life. Hence, they should be designed and built in a mznner 
that would maximally protect human health and the envi- 
ronment against the harmful effucts of atomic radiation. 
Polish smoke detection: do not meet this requirement. 
Before they are released for use. they should be thoroughly 
inspected, especially from the standpoint of the health of 
users. But this 1s not being done, and the expert who has for 
year been responsible for radiological safety admits with 
Olympian detachment that smoke detectors are not wor) 
testing. Lastly, there should exist an efficient service for the 
detection and immediate elimination of contamination. 
The Wroclaw incident has shown what it 1s like in practice. 


The Polish population is being <rotected against noxious 
manufactured goods by specialized services (so-called ser- 
vices for testing utile objects) administered by the ministry 
of health. Even such simple rbyects as plastic breakfasi bags 
must be tested before they can be sold by retail outlets. But 
this does not apply to smoke detectors, under which thou- 
sands of people move daily without even being awar- of the 
potential pen. For products containing radioactive rsotopes 
are tested not by the health service but by the Central 
Laboratory for Radiological Safety (CELOR). 


The nuclear manufacturing indust’y in Poland 1s a coherent 
whole: the Swierk Reactor and Isotope Production Center 
(ORiP1) produces isotopes, the POLON Plant installs them 
in smoke detectors (and other products) and CELOR 
decides whether they are safe 1) humans. All ‘hese three 
institutions are under a single agency—the State Atomistics 
Agency. The monopoly of production along wah unity of 


production and control certainly afford conditions for 
plan fulfillment. but to the detriment of users (and techno- 
logical progress) 
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JIPRS-TND-88-016 
2 September 1988 


ARGENTINA 


Reports of Nuclear-Powered Engine Denied 
PY 1508221488 Buenos Aires NOTICIAS 
ARGENTINAS in Spanish 1530 GMT 15 Aug 88 


[Text] Buenos Aires, 15 Aug (NA}—Today Balvino 
Zubiri, chairman of the Chamber of Deputies Defense 
Committee, stated that “I am not aware” of the con- 
struction of a compact nuciear-<driven engine to be 
installed in a submarine. 


In remarks to Radio Rivadavia, Zubiri stated that at 
least $1 billion would be necessary for such a project and 
that “that sum far surpasses” the Argentine budget. 


However, today nuclear physicist Jose Federico 
W<ssterkamp said: “1 suppos<=" that that engine is being 
built at the Applied Research Institute (INVAP) instal- 
lation, which is controlled by the CNEA and the Rio 
Negro government. 


Westerkamp explained that this engine is reportedly 
being financed by “secret Armed Forces’ funds,” and 
that “the National Border Police must also have™ this 
type of account. 


Reliable sources recalled :hat the last military govern- 
ment implemented this type of project. However, the 


project was suspended by the democratic government in 
1983 due to, among other things, its cost. 


During the Malvinas war, the Navy decided it needed a 
nuclear-driven engine due to the superiority of British 
atomic submarines during that war. 


Last year Jorge Sabato, former vice foreign minister and 
current education minister, told the magazine SOMO* 
that Argentina would like to join the Brazilian project to 
build a nuclear-fueled submarine, a desire never 
addressed publicly. However, the two countries are 


engaged in an integration process. 


Asked about a rumor that Argentina was building a 
compact engine for nuclear submarines, Zubiri stated: 
“Our country, in fact, has the technical ability to carry 
out projects of this type.” 


He added that “technologically highly-developed con- 
ventional weapons are being sold now.” 


“Argentina has highly-developed technology in this sec- 
tor, but what that physicist is saying,” he said ironically, 
“18 a well-kept secret because | truthfully am not aware of 
— 


“And much less that a huge amount of moncy will be 
invested in this project, as reported,” he said 


LATIN AMERICA 9 


Zubin added: ‘*This does not mean that the report ts 
incorrect, but | am totally unaware of any project of this 
nature.” 


When he was toid that the investment would amount to 
$2 billion, he said that “this amount is rot in keeping 
with our situation, especially at this moment.” 


Zubiri demed the existence of secret Armed Forces” 
funds. “At best, there can be military secrets as in any 
country in the world, but I do not believe that they 
include secret accounts.” 


Defense Minister Denies Nuclear Submarine 
PY 1908005888 Buenos Aires TELAM in Spanish 
2232 GMT 18 Aug 88 


[Text] Buenos Aires, 18 Aug (TELAM)—Today Defense 
Minister Jose Horacio Jaunarena demied that Argentina 
is manufacturing a nuclezr submarine. He added that 
there 1s a great misunderstanding on the raatter. 


Jaunarena talked briefly with reporters at Government 
House after a meeting with President Alfonsin to discuss 
routine matters, as he sard. 


He added that some of those matters were of greater 
importance to his ministry, such as the budget imple- 
mentation and jlans to reorganize the Armed Forces, 
which are discussed on a weekly basis. 


In answer to a question, the defense minister denied that 
Argentina is manufacturing a nuclear submarine. He 
said that there is a great misunderstanding on this 
maiter: Most people do not fully understand what a 
ruclear submarine is. 


When a submarine is mentioned, the propulsion system 
is actually what is in question, but the fact that a 
submarine 1s propelled by nuclear energy does not mean 
that it carries nuclear weapons. In the case of Argentina, 
no nuclear submarine is being built, Jaunarena said 
without giving further details. 


CNEA Denies Construction of Nuclear Submarine 
PY 1708115788 Buenos Aires TELAM in Spanish 
0110 GMT 17 Aug 8h 


[Text] Buenos Aires, 16 Aug (TELAM)—The CNEA has 
issued a warning about a psychological, national, and 
international campaign which secks to involve Argentina 
in warmongering ventures. This follows reports on the 
alleged construction of a nuclear submarine. 


Tonight the CNEA Public Relations Office released a 
communique which states that the report by an Argen- 
tine physicist in Chile, denouncing the construction of 
un atomic submarine and talking about a nuclear spe- 
cialty he has no experience in, 1s part of this campaign. 
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The communique says that the different groups that are 
trying to link the construction of a fuel reprocessing 
laboratory and the uranium ennchment plani with the 
manufacturing of weapons are also pan of this cam- 


paign. 


The communigue recalled that the CNEA fulfills the 
purposes for which it was created, dedicating all its 
efforts to the peaceful use of nuclear energy. These 
efforts have resulted in many technological develop- 
ments that have improved the population's standard of 
living, within the framework of technological indepen- 
dence, and far from any secret purpose of manufacturing 
weapons. 


The denial of the CNEA comes on top of the denial last 
night by a Defense Ministry authorized spokesman, who 
said that the report which stated that Argentina would 
spend $2 billion on the construction of a nuclear subma- 
rine was unthinkable and crazy. The spokesman added 
that Argentina uses its technology for peaceful purposes. 


CNEA Head on Nuclear Submarine Reports, 
Plants 


PY 2008034088 Buenos Aires TELAM in Spanish 
2351 GMT 19 Aug 88 


[Text] Buenos Aires, 19 Aug (TELAM)}—Emma Perez 
Ferreira, chairman of the CNEA, has categorical . 
denied that a nuclear submarine is being constructed in 
local shipyards. Emma Perez also asserted that the 
Embalse nuclear plant is operating fully, while the A.tu- 


cha I plant, paralyzed due to problems in the cooling 
system, will resume activities in 20 days time. 


Perez Ferreira made this statement during a wews con- 
ference with members of the CNEA consultative board 
at the commission's headquarters at 8200 Libertador 
Avenue in Buenos Aires. 


Re garding the statement by screntist and nuclear phycis- 
ist Jose Westerkamp that a nuclear submarine is being 
built at the Ministro Manuel Domecq Garcia shipyard. 
in Puerto Nueva, Perez Ferreira said that it 1s completely 
untrue. 


The CNEA chairman said that if we do not have the 
necessary resources in our nuclear energy program to 
complete the Atucha II plant, we certainly would not be 
involved in projects that are not only useless, bul con- 
demnabie. 


We have no intentions, she explained, at least ! person- 
ally do not, and you can ask the president (Raul Alfon- 
sin), of producing atomic bombs and the same for the 
submarine that 1s being represented as a nuclear subma- 
rine. What would be interesting 1s a submarine propelled 


by nuclear energy. 
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Regarding the situation of the Atucha I, Embaise. and 
Atucha II nuclear plants, the CNEA chairman said that 
the first two are operating, although Atucha I 1s momen- 
tarily paralyzed for another 20 days due to a problem in 
the cooling system. The Embalse plant is operating fully, 
and a close check 1s being kept to prevent problems such 
as those thal appeared in the pressure vessels of similar 
Canadian nuclear plants. 


In this regard, she said that there are no leaks im any of 
the vessels because had there been. the piznt would not 
be operating. She added that there 1s minimal leakage of 
heavy water, caused by a leak im one of the vapor 
generating tubes, but this by no means should cause 
unrest to the people. 


Regarding the constrection uf Atucha II, she said that it 
1s 60-percent complete. We are seeking to obtain partial 
financing, which we have aiready started to negotiate, to 
cover expenditures curing the next 2 years. Currently, 
the authorities of the cconomx sector want to secure 
financirg to cover the completion of the project, which 
means that there will be a change in the way we carry out 
negotiations. 


Asked about what she termed a “campaign to discredit 
the CNEA,.” Perez Ferreira said that the publication of 
reports on nuclear activities, which are always negative. 
is very systematic. She added that: We should also hike to 
talk about the good things we do. 


Perez Ferreira concluded by saying that there ere many 
antinuclear people. therefore, when | talk about the 
existence of such a campaign, it 1s probably nothing but 
the pressure exerted by these groups or commercial 
interests that could be secking to paralyze our activities 
to keep countnes from using new nuclear energy. 


Nuclear Policy Committee With Brazil Meets 
PYOSO8021688 Buenos Aires TELAM in Spanish 
1953 GMT 04 Jul 88 


[Text] Cordoba, 4 Aug (TELAM)}—Offficial sources have 
reported that the “Argent:ne-Brazilian Permanent Com- 
mittee on Nuclear Policy” held its opening meeting here 
today. During the meeting. the commitice discussed 
important common issues On nuclear policy and agreed 
to integrate the capacity of the two counines and pro- 
mote the building of “fast breeder reactors.” 


In view of technological advances in the explortatvion of 
energy resources, both delegations agreed that nucicar 
energy 1s a rehable possibility and stressed the cor: lu- 
sions On environmental impact that have been reached 
in recent meetings. The commitice confirmed that gen- 
erating clectricity at auclear plants with appropnatc 
safety measures causes little environmental pollution. 


The mecting was chaired by Susana Ruiz Cerutts, inte - 
national relations secretary of the Foreign Ministry, and 
by Sebastian do Rego Barros Netto, Brazthan Foreign 
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Ministry undersecretary for economic and trade affairs. 
It was also attended by other officials of the Argentine 
and Brazilian Foreign Ministries and by members of the 
atomic energy committees from both countries. 


A decision has been made to establish a reciprocai envi- 
ronmental monitoring system, independent of control 
measures that are already enforced .n the respective coun- 
tries. The system will ensure that nuclear plant emissions 
do not harm the environment in either country. 


Businessmen from the nuclear sector submitted to the 
“committee” a request to eliminate customs duties on 
several materials produced in both countries and neces- 
sary ‘or the construction of the Angra II and Atucha II 
nuclear plants in Brazil and Argentina, respectively. This 
roquest was accepted by the binational committee 
because the elimination of customs duties will help 
strengthen bilateral nuclear trade. 


on at Embalse Nuclear Plant 
PY 1908214688 Buenos Aires BUENOS AIRES 
HERALD in English 19 Aug 88 p 11 


Se ext] Yesterday Lower House fuel and energy Commit- 

tee Secretary Normando Arcienaga (Peronist-Salta) 
asked the executive branch to report to Congress on the 
extent of technical damage that has been detected at the 
Embalse nuclear plant in Cordoba. The Salta legislator 
went on to question the sense of spending hundreds of 
millions of dollars to repair the most modern plant in 
Argentina, which ceased to generate electricity for a 
pericd of at least 23 months. The problems at Embalse 
were brought to light by an article which appeared in the 
BUENOS AIRES HERALD yesterday. The article 
pointed out that there were failures in the Embalse 
piping system and that the plant needed urgent repairs. 


Nuclear Plant Out of Service for 20 Days 
PY 1908005088 Buenos Aires NOTICIAS 
ARGENTINAS in Spanish 2105 GMT 18 Aug 88 


[Text] Buenos Aires, 18 Aug (NA)}—The Atucha I 
nuclear plant will be out of service for 20 days. Accord- 
ing to reliable sources, “this means that if it does not rain 
in the next 5 days, the whole power system will be in 
crisis.” This is why the authorities are preparing a 
“program of measures” which include “interrupting the 
electricity service for shop windows and electric adver- 
tising signs.” 


The same sources said that “the public will be informed 
of the situation in the next few days” as a consequence of 
the interruption of the Atucha I nuclear plant services. 
The announcement will be made before the implemen- 
tation of the “extreme measures that will be adopted.” 


The sources told OTICIAS ARGENTINAS that the 
absence of rain laxcly has reduced the generation of 
electricity, a situation that will be exacerbated by the 
shutdown at the nuclear plant. 
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“If it does not rain in the next 5 days, these two factors 
will place the electricity system in a very critical situa- 
tion, which will prompt the authorities to adopt extreme 
measures,” the sources said. 


Sources said that the current situation is “much more 
serious” than the one the country went through a few 
months ago, which forced the authorities to implement a 
program of alternating power outages. 


The sources said that some of the measures include “the 
interruption of electricity to shop windows and advertis- 
ing signs,” and they even hinted that “it is very proba- 
ble” that television broadcasts will be restricted. 


Heavy Water Spill Reported a* Atucha I Plant 
PY 1708023488 Buenos Aires DYN in Spanish 
2010 GMT 16 Aug 88 


[Text] Buenos Aires, 16 Aug (DYN)}—Today a Buenos 
Aires evening newspaper reported that an accident at the 
Atucha I nuclear plant, which is located 100 km from 
Buenos Aires, caused 50 tons of heavy water to spill 
inside the steel and cement container that houses the 
reactor and the steam generator of the plant. 


The accident occurred earlier this year and forced the 
Argentine Government to turn to the international black 
market, apparently to Libya or Sudan, to purchase 8 tons 
of heavy water, according to an article published on the 
front page of EL HERALDO DE BUENOS AIRES. 


The article, which is signed by Osvaldo Gazzola, com- 
ments on the frequency of this type cf accident at the two 
nuclear plants operating in Argentina: Atucha | and 
Embalse Rio Tercero, which is located 110 km south of 
the capital of Cordoba Province. 


The article, which is based on information obtained 
from highly reliable scientific sources, notes that the 
spilling of 50 tons of heavy water at Atucha I did not 
cause any danger of contamination or a nuclear disaster 
—_— at Three Mile Island, U.S., and Chernobyl, 
USSR. 


The newspaper says that the amount of heavy water 
spilled represents one-sixth of the Atucha I stock, and it 
caused a significant loss of approximately $15 million. A 
kilogram of heavy water costs $300. This figure is 
doubled or tripled on the international black market. 


The article reports that the CNEA purchased 8 tons of 
heavy water on the international black market to over- 
come the problems caused by the accident. The 50 tons 
of spilled heavy water were sent abroad (possibly to the 
FRG) to be purified. 
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The newspaper makes it ciear that heavy water is not 
radioactive in its initial form; that is, it is not contami- 
nating but it becomes radioactive as soon as it is used— 
even if only once—as a coolant or moderator in the 
nuclear fission process. 


Scientist Comments on Nuclear 
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BRAZIL 


SBPC Proposes Closer Monitoring of Parallel 


5100203 1c Sao Paulo O ESTADO DE SAO PAULO in 
Portuguese 13 Jui 88 p 12 


PY 1808 165988BuenosAiresDY NinSpanish0248 GMT 18 Aug¢@@xt} A group of scientists at a meeting of the SBPC 


[Text] Buenos Aires, 17 Aug (DYN)}—Today scientist 
Jose Federico Westerkamp reported the existence of 
cracks in the stainless steel container the reactor of the 
Atucha I nuclear plas. ric also reiterated that Argentina 
“iS in Optimum condition to immediately put into oper- 
ation” a submarine powered bt) atomic energy. 


Westerkamp, special investigator of Conicet [National 
Council for Scientific and Technological Research] and 
professor of nuclear physics, said that cracks in Atucha | 
were detected during the administ-ation of Eng Alberto 
Constantini. Last year Constantini resigned as CNEA 
president due to budget cuts in the organization. 


In an interview published on the first page and inside the 
afternoon daily EL HERALDO, Westerkamp explained 
the need for a “debate by the entire society” about the 
“convenience of spending so much money” on nuclear 
plants which “provide only about 10 percent of the total 
energy consumed in the country.” 


He based his proposal of a debate on the fact that the 
Atucha II nuclear plant, “after it is concluded, will end 
up costing about $4 billion,” and that | kilowatt in the 
fusion [as received] nuclear process will cost 5.8 cents in 
contrast to 1.7 cents for the same energy produced by a 
hydroelectric plant. 


Westerkamp said that the cost study did not include “the 
general expenditures or the ecological consequences of a 
large nuclear accident, the system of protection, and the 
nuclear waste depot which will have to be implemented 
when the nuclear plants go out of service.” 


Regarding the controversial information that Argentina 
plans to build a nuclear submarine, which was categori- 
cally denied by the Defense Ministry and CNEA, 
Westerkamp said that he has “information, from reliable 
sources, which is the term used by reporters, that a 
compact motor run by atomic energy was tested in one of 
the submarines in the Domec Garcia shipyard.” 


He said that the information, which was later denied, is 
based on the “positive test” conducted in the plant of 
INVAP (Applied Research Institute, which is funded 
mainly by the CNEA) for making 10 to 30 megawatt 
small reactors, which “can be used perfectly well for 
running a submarine.” 


[Brazilian Society for the Advancement of Science] yes- 
terday suggested that a civil committee be set up to 
monitor Brazil's parallel autonomous nuclear program. 
They advocated the need for the National Congress to 
monitor these operations, with the direct participation of 
technicians and specialists from universities. 


According to physicist Luiz Pinguelli Rosa, an opponent 
of the Brazilian-German agreement and one of the critics 
of the parallel nuclear program, this committee would be 
responsible primarily for conducting inspections of the 
Brazilian agencies that are not part of the system of 
safeguards of the International Atomic Energy Agency 
(IAEA), such as the Aramar Center, the Institute for 
Research in Nuclear Energy, and the Technological 
Aviation Center at Sao Jose dos Campos. According to 
the report presented at the SBPC: “It is not enough to 
have a constitutional provision stating that nuclear 
energy is to be used for peaceful purposes if there are no 
technical means to control operations under the aegis of 
the Congress.” 


The Brazilian Government has agreed to safeguards only 
for the reactors at Angra dos Reis and for the reactors 
being used for research of the fuel cycle under the 
Brazilian-German agreement. “Our proposal,” physicist 
Pinguelli explained, “is to set up a civil monitoring 
system for internal safeguards in all facilities that are not 
governed by international agreements. The system 
would come under the National Congress, it would have 
a high-level scientific advisor, independent of the Exec- 
utive power, and would be required by law to request the 
advisory services of universities and research institu- 
tions, using the National Nuclear Energy Commission's 
laboratories.” 


09805 


Angra I To Resume Full in November 
5100203 1b Rio de Janeiro O GLOBO in Portuguese 
9 Jul 88 p 23 


[Text] The Angra | nuclear plant, which has been shut 
down since 26 July 1987, will begin operating again at 
full capacity on | November 1988, to relieve the system 
for supplying power to Rio de Janeiro, thereby reducing 
the risk of blackouts. The director of operations of 
Furnas, Roberto Haig, reported that generation of 
626,000 kw at Angra is part of the program to supply 
power to the southeastern region, and is essential to 
ensure a supply of power without problems. 
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Last Thursday, 7 July, the Civil Defense for the third 
time conducted tests on the four sirens located within a 
radius of 5 km of the plant, at Angra dos Reis. These 
tests are conducted every 4 months, and this is the first 
time that the sirens have been activated simultaneously. 
according to the Ministry of the Interior's social commu- 
nications advisor for the southeastern region, Elizabeth 
Sarmento. 


The local people were notified of the tests 15 days in 
advance; | 1,000 explanatory pamphiets were distributed 
to avoid panic. The sirens, with a volume of 120 decibels 
each, will be activated in the event of an accident at 
Angra I. With this plant in operation, the Civil Defense 
iS going to step up its campaigns to explain procedures in 
the event of an accident. 


The technicians at Furnas have been struggling for the 
past 3 years to make the nuclear plant operational, but a 
number of defects, primarily due to design errors on the 
part of the manufacturer, Westinghouse, have caused 
constant interruptions of its operations. 1985 was the 
only year that the plant remained in operation through- 
out the year, with no problems. The latest defects 
occurred in the steam generator and the electrical gener- 
ator. Furnas has brought suit against Westinghouse over 
the steam generator problems, accusing it of fraud and 
negligence. Furnas expects to win the suit and receive 
compensation of the order of $100 million. 
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Necessitates il 
Recusy Shestage Angra II Operation 


5100203 1a Rio de Janeiro O GLOBO in Portuguese 
10 Jul 88 p 45 


[Article by Sonia Mossri] 


{Text] Brasilia—An energy squeeze is beginaing to be 
felt and the government is already convinced that Angra 
I] will have to be in operation by 1993. In confidential 
studies conducted by government experts under the 
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auspices of the National Security Council, the conclu- 
sion was reached that there was no altcrnative hydroelec- 
tric power source to eliminate the specter of rationing 
and the possibility of blackouts in the southeast in the 
1990's. 

Besides the fact that there is not enough time for an 
alternate hydroelectnc power source to meet demand in 
the southeastern region, there is another basic problem: 
a shortage of resources. Even if it were possible to build 
a new hydroelectric power plant to supply the region 
(which would take about 6 years), it would cost over $6 
billion, which would be more expensive than putting 
Angra Il into operation. 

Construction of Angra II, originally scheduled to begin 
operating this year, is in an advanced stage and nearly all 
the equipment has been purchased and is in storage. 
Because of the many delays, entailing a revised construc- 
tion timetable and heavy losses in equipment storage for 
Nuclebras, it is much cheaper for the Union to plan on 
having Angra II begin operations at the start of 1993. 


The critical point of Angya Il is contracting an electro- 
mechanical erector, a key part of the nuclear plant. 
According to an estimate by experts involved in redefin- 
ing the Brazilian nuclear program, this operation will 
cost at least $250 billion. In the next few days, Finance 
Minister Mailson da Nobrega, Mines and Energy Minis- 
ter Aureliano Chaves, and Planning Minister Joao 
Batista de Abreu should be meeting with the top repre- 
sentatives of the National Security Council to evaluate 
this final matter. 


Experts working on Brazil's nuclear program have also 
looked into the possibility of privatizing Nuclep and 
Nuclemon, subsidiaries of the Nuclebras group. So far, 
however, the prospects do not look good, even if Japa- 
nese companies would be interested in transferring tech- 
nology for the separat. n of rare earths, an operation 
done by Nuclemon. And even if they should agree, some 
government sectors have reservations as to the condition 
imposed by the Japunese to participate in this operation: 
namely, that part of Nuclemon’s production go to supply 
their own market. 
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EGYPT 


High Official Reportedly Involved in Dumping 
Nuclear Waste 

51004607 Beirut AL-KIFAH AL-‘ARABI in Arabic 
25 Jul 88 p 11 


[Text] An Arab country has exact detaiis regarding the 
involvement of a high Egyptian official in a deal calling 
for the burial of nuclear waste in various desert regions 
of Egypt in return for various services and sums. Also, 
this official is an associate of the irresponsible Sudanese 
president Ja‘far Numayri in a trade project which 
extends beyond his activities in the Egyptian area. 


These details reached an Egyptian agency, which imme- 
diately began “destroying” [quotation marks as pub- 
lished] the waste, as the above-mentioned official is one 
of influence. 


INDIA 


Minister Reports Nuclear Power Generation Plans 
BK 1708135388 Delhi Domestic Service in English 
0830 GMT 17 Aug 88 


[Text] The minister of state for science and technology, 
Mr K. R. Narayanan, assured the Lok Sabha today that 
all possible measures will be taken to protect ecology and 
environment while setting up nuclear power plants. All 
safety standards will also be adhered to. 


Replying to supplementaries during the question hour, 
Mr Narayanan said about 10,000 megawatt of atomic 
power is to be developed in the couniry by the turn of the 
century. He said, however, energy resources being lim- 
ited in the country, there is a need for developing nuclear 
energy to supplement power generation from other 
sources. 


Atomic Energy Official on Nuclear 
BK0508 101588 Delhi THE HINDUSTAN TIMES in 
English 24 Jul 88 p 1, 12 


[By Rajendra Prabhu] 


[Text] Bombay, July 23—Atomic Energy Commission 
Chairman Dr M. R. Srinivasan has refuted the charge 
that India was stockpiling plutonium for “nuclear bombs 
in the basement.” 


In an extensive interview with this correspondent at the 

of the Department of Atomic Energy 
[DAE] next door to the Gateway of India, Dr Srinivasan 
said that “quite a lot of plutonium would be needed for 
starting the fast breeder reactors when we would com- 
mission them in the next seven or nine years. He 
estimated the requirement at 2,000 to 4,000 kg for the 
500 mw fast breeder reactors. 
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The Nuclear Power Corporation under the DAE was 
planning to build at least two fast breeder reactors of 500 
mw Capacity each in the coming decade and more would 
be built in the first and second decades of the 2/st 
century. Plutonium is obtained by reprocessing the waste 
fuel rods from the first generation thermal power plants 
which use natural uranium as fuel. Plutonium is part of 
the fuel that would be fed into the fast breeder reactors. 
Though Dr Srinivasan did not specify it, India’s existing 
reprocessing facility at Tarapur is stated to produce just 
25 kg of plutonium in a year. One more reprocessing 
plant is coming up at Kalpakkam, Madras. 


“If you have to use this much plutonium, you have to 
accumulate it ever the years, not overnight,” the Com- 
mission chief who is also Secretary of the Department of 
Atomic Energy, said. 


Referring to the allegations in the Western Press regard- 
ing clandestine import of heavy water Dr Srinivasan said 
that they appear to be motivated to malign India. It was 
“evident we do not have to do any such thing,” he 
stressed recalling the capacity in this complex technology 
already built up through various heavy water plants at 
Nangal, Tuticorin, Baroda, Talcher, Kota, Thal etc. 
Indian heavy water capacity was now next only to that of 
Canada, the world’s largest heavy water producer, he 
addec'. 


The Commission Chairman stoutly denied any attempt 
by the DAE to underestimate nuclear power generation 
cost. 


While he did not want to enter into a controversy with 
the Comptroller and Auditor-General of India whose 
report on the Madras Atomic Power Plant had doubted 
the cost estimates of the DAE for nuclear power gener- 
ation, Dr Srinivasan poimted out that any attempt to 
subsidise nuclear power could not be hidden as the 
subsidies would build up into a large sum when as much 
as Rs 13,600 crore were being spent on the 10,000 mw 
nuclear power programme. “We are not subsidising 
nuclear power. We have no intention to underestimate it 
either,” he said. 


Justifying the decision to accept the Soviet offer for two 
1000 mw each nuclear power plants to be located in 
southern tip of Tamil Nadu, Dr Srinivasan said that this 
was needed to meet the power shortage which would still 
be there at the end of the coming decade despite our own 
thermal and nuclear power programme. 


The safeguards accompanying the Soviet offer “do not in 
any way take away our self-reliance” as it would be in 
addition to what we were doing, he contended. 


The Russian reactors we were getting were “different 
from the types at Chernobyl” one of which blew its top 
two years ago. Dr Srinivasan explained that the reactors 
would be pressurised light water reactors (PWR) and 
would not have the graphite moderator of the Chernoby! 
type. 
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“The safety standards will be ours,” the DAE chief 
emphasised and “our own safety people would be using 
it.” “If required, additional features would be incorpo- 
rated,” he added. 


This correspondent, however, learns that there is a great 
deal of apprehension among Indian nuclear scientists on 
the Government decision. Many top people believe this 
to have been a political one. Dr Raja Ramanna had 


opposed the acceptance of the offer. His predecessor Dr 
H. N. Sethna was a!so not interested in it. 


In a strong defence of nuclear power, Dr Srinivasan 
insisted that cur reactors had been built on the principle 
of “fail safe.” This correspondent, for instance, saw in 
the Dhurva reactor at Trombay the fail safe system at 
work of how neutron absorbing cadmium rods would 
drop into the fuel core within one second of an anomaly 
building up. Further, how a pressure build up would be 
automatically eased through a fall in the level of water in 
which the reactor is kept. Even if the operators are all 
sleeping, the reactor system would stop dead within a 
few seconds of any anomaly building up,“ Dhruva oper- 
ating superintendent Veraraghavan explained. 


Dr Srinivasan also refuted that there were doubts in any 
segment of Government over the capacity of the DAE to 
reach the 10,000 mw target for nuclear power by the turn 
of the century. “I have seen no such doubt anywhere in 
any branch of the Government,” he insisted. We have a 
high level of confidence™ that the Nuclear Power Corpo- 
ration would reach the target. He said “real improve- 
ments would be seen very soon both in regard to plan- 
nine and execution and gestation period will be 
uced.“ 


Projecting an optimistic scenario for nuclear power in 
the 21st century, the Atomic Energy Commission Chair- 
man said that worldwide the share of nuclear power 
would go up to 30 to 40 percent of the total energy output 
in the first few decades of that century. The present level 
is 16 percent. 


Energy planning in each country would have to follow its 
resource position and distribution but even in the well 
and widely endowed country like United States, there 
were already 100 nuclear reactors working. In Soviet 
Union where fossil resources were concentrated in far off 
Siberia, nuclear power was being pursued. In France 
where there was hardly any fossil fuel, 25 to 30 percent of 
primary energy was from nuclear sources at present and 
was going to be 75 percent suon. Japan was also moving 
ahead. 


To those who were raising fears of ecological and envi- 
ronmental dangers from nuclear power, Dr Srinivasan 
asked whether coal based power plants were any safer. 
Apart from environmental dangers of coal dust, fly ash 
and largescale mining, coal for us was required as fuel for 
furnaces and domestic cooking to replace precious wood. 
In areas far from coal fields, “Nuclear energy is the 
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economic alternative” with solar and wind energy still 
being not economic for large-scale use. With a power 
shortage already at our doorstep, to deny ourselves 
nuclear energy would be to accept the fact that “we will 
not be able to supply energy in future even to the extent 
we do today,” the Commission Chairman asserted. 


“It ts in this context that nuclear power is relevant,” L.~ 
Srinivasan who had earlier overseen the setting up of 
nuclear power reactors af five different locations, said. A 
few minutes before this interview, he had given the go 
ahead signal for work on the Kaiga atomic power plant in 
Karnataka, the sixth India is building in a series of 12 
such plants to come up in the next 12 years. “The sites 
for the new plants would be soon announced,” he said. 


Official Discusses Prototype Breeder Reactor 
BK! 108081988 Delhi Domestic Service in English 
0730 GMT 11 Aug 88 


[Text] The government proposes to build a 500-mega- 
watt prototype fast breeder reactor by 2000 AD. The 
minister of state fer science and technology, Mr K. R. 
Narayanan, told the Rajya Sabha today during question 
time that a number of such reactors will be constructed 
after the successful commissioning of this reactor. 
Answering supplementaries, he said fuel for these reac- 
tors will be obtained by reprocessing irradiaied uranium 
discharged from the pressurized heavy water reactors 
and by recovering plutonium bred in the fast breeder 
reactor itself. 


Plan To Install Nv clear Reactors Revealed 
BK 2808094988 Deli: Domestic Service in English 
0830 GMT 28 Aug 88 


[Text] The Nuclear Power Corporation has drawn up an 
ambitious plan of installing a series of atomic power 
reactors to meet the /0,000 megawatt target by the turn 
of the century. These include 12 pressurized heavy water 
reactor units of 500 megawatt each. The managing 
director of the corporation tok! our correspondent that 
the construction work is in full swing at Narora and 
Kakrapar projects. He said the work is to begin soon at 
Kaiga in Karnataka and on another two units of the 
Rajasthan Plant. 


of Pakistan Nuclear Arming Examined 
51500224 New Dethi PATRIOT in English 8 Jul 88 p 4 


[Article by Cecil Victor: “Pak Nuclear Programme and 
India’s Response”; passage in italics as published] 


[Text] A new phase in the Indo-Pak nuclear imbroglio 
has begun: the timing of the unveiling of the subconti- 
nental nuclear arsenal. That the revelation has dynamics 
of its own is obvious because on it will depend a whole 
series of formulations for defence in both Pakistan and 
India. Already the first slavo has been fired by the expose 
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by an American magazine that Pakistan has manufac- 
tured four 400-Ib nuclear bombs capable of being deliv- 
ered by its F-16s on Indian targets identified a few 
months earlier by another journalist working for a west- 
ern newspaper. 


The first article reporting the testing of a missile by 
Pakistan indicated that its range was long enough to 
bring Delhi and Bombay under attack. The more recent 
magazine article is meant to convey that with the help of 
China, Pakistan had mastered the techniques of minia- 
turisation to be able to make 400-Ib nuclear bombs 
which can be carried like ordinary ordnance on under- 
wing pylons of the F..16s, Mirages and the Chinese-built 
Fantan jets in the Pakistani inventory. In conjunction 
the two articles are meant to elicit a response from India: 
what will it do to counter the now overt Pakistani 
nuclear threat? 


That is the crux of the emerging nuclear arms race on the 
subcontinent. If India reacts by announcing that it will 
counter these developments by exercising its nuclear 
option and manufacturing its own nuclear arsenal that 
will become the reason for a “legitimate” overt Pakistani 
nuclear weapons programme which will be proclaimed 
to be in response to India going nuclear. That these 
reports are based on the CIA's appreciation of the 
Pakistani nuclear weapons programme is significant 
because the Reagan administration has year after year 
been giving the Ziaul Haq regime a clean chit to be able 
to waive the Symington amendment which bans the 
supply of conventional weaponry to any country which is 
engaged in making nuclear weapons. 


The U.S. has long been trying to lay the onus of nuclear 
non-proliferation on India through its policy of arrang- 
ing a bilateral non-proliferation treaty between India and 
Pakistan as the method of preventing Pakistan from 
going nuclear. It is so patently dishonest that the Gov- 
ernment of India had no option but to reject it out of 
hand. 


It is for this reason that both the U.S. and Pakistan are 
using the media to set the tempo. For India the dilemma 
is fast approaching whether it should exercise the nuclear 
option or take other measures to ensure that the strategic 
balance does not become irrevocably tilted against this 
country. The transition in Pakistan from being “two 
screwdriver turns away” from mak.ng a nuclear bomb to 
being able to deliver it on target would open up a whole 
new scenario for India. 


The most likely would be escalation in the capacity to 
use coercive diplomacy most particularly in its current 
campaign to create a Khalistan in Punjab. With atom 
bombs in its arsenal the Pak military dictatorship will be 
more adventurous in its support to the Sikh secessionists 
thereby putting greater pressure on the Indian security 
forces. As a corollary the activities of the Pak military 
along the line of actual control in Jammu and Kashmir 
will also increase with the intention of harassing Indian 
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troops and tying them down to prevent their redeploy- 
ment. More strenuous efforts will be made io take the 
Siachen Glacier (if the Government of India does not, in 
the meantime, do what Pakistan, China and the U.S. 
want it to do—agree to the extension of the line of actual 
control beyond Grid Reference NJ 9842). 


This scenario in its bits and in its totality becomes 
credible in ‘he background of information percolating 
from prospective enemies that the Indian armed forces 
are “tired,” “overstretched” and “bereft of reserves” 
because of deployment in Sri Lanka. If the enemy has 
such an impression of Indian troops then backed with 
nuclear arms an adventure against India becomes all the 


more probable. 


In any case, long before it has actually manufactured 
nuclear weapons Pakistan has attained many of its 
foreign policy objectives by a systematic use of coercive 
diplomacy and tactically appropriate moments when it 
shouted ““wolf” and preveated what was from the Indian 
point of v:ew of territorial integrity and preservation of 
national imierests necessary at that point of time. It has 
prevented us (with a little help from Casper Weinberger 
and Frank Carlucci, successive U.S. Defence Secretaries) 
from impleme iting a policy of hot pursuit which would 
have brought a swifter end to the terrorist problem in 
Punjab. it has also, by that same method, stopped us 
from taking what would, militarily, have been the more 
appropriate response to the frequent attacks on our 
pickets in Siachen. We have, actually, been brought back 
to the negotiating table in an aitempt to legitimise its 
illegal occupation of Kashmir. All this without the bomb. 
When it does eventually decide to announce to the world 
that it has the bomb what should India do? In any event 
it is imperative to avoid a knee-jerk reaction. We do not 
need a bomb in a hurry but we do need credible 
conventional forces that are capable of defending 
national interest swiftly and clear-headedly. 


Before we can make even the bomb 2 credible deterrent 
we have to accomplish several things. The first of these is 
the successful completion of the Sri Lanka campaign and 
that means a swift neutralisation of the LTTE militarily 
and forcing it into mainstream politics. Any half mea- 
sures there will not be able to redeem India’s image and 
her capacity to discourage nibbling at her periphery by 
all and sundry. 


Next, there has to be a revamping of our security 
forces—the entire lot and not just the Army, Navy and 
Air Force to be able to both execute conventional bat- 
tlefield tactics in a swift-moving war and at the same 
time handle a situation of multiple insurgencies backed 
by infiltrations and weapons support from across our 
borders. This implies that the BSF, the CRPF and local 
police forces have to be so restructured and re-equipped 
that the rear base of our military effort is both secure and 
productive in support of the war effort. We must, in 
short, be prepared to handle both wars (may be two 
simultaneously) across our borders and foreign-inspired 
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guerilla warfare within the country lest it is brought more 
forcefully home (than it has done in Sri Lanka) that we 
have actually prepared for the wrong war. 


It is no secret to our enemies that Indian armed forces 
were unable to take appropriate measures al appropriate 
moments primarily because of the insurgency in Punjab 
and the threat it posed to the lines of communicati )ns. 
Gen Sunderji’s massive airlift notwithstanding we are 
today as vulnerable to infiltrationist tactics as we were in 
1965. Do we have to ask the infiltrator: “Can I come 
across in hot pursuit?” Of course he will say no. 


The point is that a nuclear arsenal could become an 
embarrassment to India if it is unable to muster the 
political will to use the conventional forces at its com- 
mand to advantage. And the conventional forces should 
be able to deliver the goods without saying we never 
thought it would be like this. 


/09599 


Need for India To Have Nuclear Submarine 
Examined 

51500222 Madras THE HINDU in English 

14 Jul 88 p 9 


[Passages in boldface as published] 


[Text] New Dethi, July 13. The report in the Pakistani 
newspaper JANG citing an interview of the American 
Ambassador to Islamabad, Mr. Arnold Raphael that the 
Reagan Administration has requested Congress to allow 
the sale of nuclear-propelled submarines to Pakistan has 
created a sense of unease in New Delhi. The U.S. 
decision would have serious implications for Indian 
security planning. 


India has been aware of the opposition of the U.S. to the 
acquisition of the INS Chakra, an old Charlie-I class 
nuclear-propellied submarine. However, the U.S. author- 
ities was Clearly informed that the submarine was merely 
for training purposes and that it carried no nuclear 
armament. India had also assured Washington that no 
additional submarines were to be acquired in the near 
future. In fact, U.S. officials had by-and-large accepted 
the Indian explanations and Pakistan had, therefore, 
begun looking for other options including a untested 
hybrid engine featuring a diesel-electric engine com- 
bined with a sort of a nuclear power-pack which a 
Canadian company claimed could be retrofitted into 
conventional submarines. In this context, the statement 
from Mr. Raphael, a seasoned career, diplomat is 


strange. 


20-year programme: Indian Navy planners have for quite 
some time planned to induct nuclear submarines into 
their inventory. For the past two decades there have been 
research programmes to build a nuclear reactor capable 
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of propelling a subma.ine. The first programme was run 
out of the Bhaba Atomic Research Cenire near Bombay 
but this failed to achieve the necessary results. 


However, there were other obstacles besides the reactor 
programme, the main one being the inability to design a 
suitable hull for a submarine. Partly for this reason, the 
country went in for the HDW submarine deal whereby 
the company would build two submarines at the Maza- 
gaon Docks in Bombay. The experience has convinced 
many that there is quite some way to go before the 
country can master the skills of building a submarine 
hull, especially one capable of carrying a nuclear reactor. 


The reactor design is now being undertaken by the 
Advanced Technology Vessel (ATV) programme of the 
Defence Research and Development Organisation. Con- 
siderable success has been made, but India has at least 
half-a-decade to go before it can match the reactor and 
hull to make a regular nuclear-powered submarine. 


For training purposes: Some time in the carly 1980s, 
when the ATV programme really got under way, India 
requested the USSR to provide a nuclear submarine to 
India for training purposes and to permit the Indian 
Navy to get a ‘hands-on’ exper,ence in running such a 
vessel. That finally materialised earlier this year when 
the Chakra was inducted into the Indian Navy. 


Mr. Raphael's hope that the Reagan Administration's 
request for the sale of the ‘latest nuclear submarines’ to 
Pakistan will be cleared by Congress is now likely to 
touch off a debate within the Navy as to whether it could 
wait for an indigenous vessel or go in for quick imports 
from the USSR. There is a problem here. It is not quite 
clear that the USSR which is a stiff advocate of nuclear 
non-proliferation will oblige India with a contemporary 
nuclear propelled submarine that will be equipped with a 
matching weapons systems. 


/09599 


U.S. Expert Interviewed on South Asian Nuclear 
Arming 

§1500223 Bombey THE TIMES OF INDIA in English 
1] Jul 88 p 18 


[Article by Dilip Mukherjee: “South Asia's N-bombs 
Not Operational Yet] 


[Text] With NEWSWEEK citing intelligence sources to 
claim that both India and Pakistan have now nuclear 
bombs in their basement, the sub-continent 1s reminded 
once more of the danger of an Armageddon. 


An independent American expert, who has been watch- 
ing the situation closely, says he can neither confirm nor 
refute the claim, but he sees no evidence of cither 
country having taken any step to “operationalise™ 
nuclear weapons. 
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The fact that both countries have undoubtedly acquired 
the capability to build an arsenal creates a situation to 
grave uncertainty. 


“My fear is that the current situation of a developed, but 
not operational, nuclear capability would not last. Ele- 
ments in the military in both countnes would begin to 
fear that the other side has one ahead and begin to 
operationalise to avoid being taken by surprise. Pres- 
sures will mount to go down this road,” he said. 


Mr Leonard Spector, who has been compiling for the last 
three years an annual report for the Carnegie Endowment 
for International Peace on the nuclear scene in the thresh- 
old countries, collects pertinent information from public 
sources all over the world, and is in also touch with the 
U.S. policy-makers and its intelligence community. 


He was in New Delhi with three other colleagues of a 
18-member American task force, assembled by the Car- 
negie Endowment which produced a report last Decem- 
ber recommending nuclear restraints for the sub-conti- 
nent. They met the Prime Minister, Mr Rajiv Gandhi, 
last Monday. 


Mr Spector answers the following questions regarding 
the sub-continent. 


Q: Does India now have bombs ready to deploy’ 


A: The situation is ambiguous. The U.S. administration 
has told me on several occasions that India does not liave 
a stockpile. The plutonium is of course, there, as also the 
knowledge to convert it into bombs. Work has surely 
continued on refining bomb design, but there is no hard 
evidence. If you ask whether there is a programme for 
the production of nuclear weapons, the answer 1s no—as 
the administration has told Congress. 


Some think otherwise. A story circulated earlier this year 
by (the American news agency) the UPI claimed, possi- 
bly on the basis of information from the (U.S.) defence 
intelligence agency, that India was building at the rate of 
20 bombs a year, and work was in hand to miniturise 
the warhead to permit fitting to a missile. I checked with 


knowledgeable persons in the administration and Con- 
gress, and was told that this wasn't irue. 


Q: What do you think is in Pakistan's basement? 


A: A recent article in the NEW YORK TIMES magazine 
cites a special national intelligence estimate drawn up by 
the U.S. administration to say that weapons grade ura- 
nium first became available from Kahuta in mid-1 986. 
The article said that enough had been accumulated by 
early this year for four to six explosive devices. This is in 
line with the estimates made by me and my colleagues. 
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Delivery Capabilities 
Q: Do you see any signs of work on delivery capabilities? 


A: Apart from a UPI story that Indian Jaguars were 
engaged in practice runs, issued about the same time as 
the one | referred to earlier, | have heard of no new 
developments on either side of the border. Practice runs 
would indeed be necessary because dropping a nucicar 
bomb calls for a special procedure. After zeroing in on 
the target area. the aircraft must be into a steep climb 
immediately after releasing the bomb and turn sharply 
backwards to escape the after effect of the blast. 


This being the case, a country planning to use bombers 
for a nuclear strike would have to set apart men and 
machines for this purpose. Pilots will have to be selected 
for skills and political reliability. The earmarked aircraft 
will have to be segregated and specially protected. A 
special chain of command will have to be created 
between the ultimate political authority and the desig- 
nated unit. Training will require dummy bombs exactly 
duplicating the size, shape and weight distribution of the 
nuclear dev ce. It 1s doubtful all this can be kept secret 
from the -veral intelligence agencies which are 
undoubtedi, »oking out for tell-tale signs. 


Operational Arsenal 


This suggests that neither India nor Pakistan has yet 
moved to the stage of putting nuclear devices into 
operational arsenals—unlike Israel which has certainly 
induced nuclear weaponry into its armed forces. I 
would be surprised to find any Indian or Pakistani 
military personnel playing at this stage any role in 
nuclear preparations. 


I am assuming that the nuclear -stablishment in both 
countnes works 2:rectly under the top political authon- 
ties. So far they are the only ones involved. 


Q: The deputy assistant secretary, Mr Robert Peck, told 
some correspondents here that the U.S. administration 
had concluded that Pakistan did not have a delivery 
capability because the F-16 it might want to use would 
have to have its bomb release system specially modified 
for the purpose. This is something that Pakistan is not 
capable of doing on its own, and Washington is taking 
good care to ensure that Islamabad gets no help from 
outside. Indian experts say that it 1s mdiculous to argue 
that refiguring the reiease system is beyond Pakistan's 
capability. Wi-at is your view? 


A: Lam not crystal clear on this. There may be computer 
snags to overcome because both the acquisition of a 
target and the release of a bomb to hit it are done by a 
F-16 pilot with avtomated devices involving compute- 
rised software. It 1s possibic that the complex manoeuvre 
for dropping a nuclear bomb requires rewriting the 
software. This may be beyond Pakistan, but your air 
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force people would have the experience to make an 
informed judgment. To my mind, modifying the aircraft 
in a rudimentary fashion should not be too difficult. 


Secret Acquisitions 


Q: Are clandestine acquisitions of sensitive nuclear 
materials by Pakistan continuing? 


A: In the wake of the smuggling from the U.S. that came 
to light in late 1986, the administration justified granting 
a waiver from the cut-off of aid as the law requires on the 
basis of assurances that such activities within the U.S. 
activities had indeed stopped. In any case, the adminis. 
tration conceded the acquisition network was operating 
internationally. One can only hope that other govern- 
ments are being adequately vigilant. Some information 
has recently surfaced of the use made by Pakistan of 
Turkish intermediaries over the years. 


Q: In the wake of the successful Indian test of a 250 km 
surface-to-surface missile, there have been several 
reports of Pakistan developing missiles of its own, and of 
one test over a 500 km range. Both the Indian and the 
/.S. agencies do not give any credence to reports of 
testing. How do you see the situation” 


A: People in the U.S. are worried about the possibility of 
Pakistan acquiring the Chinese M-9 missile which -vas a 
range of 600 km. China has been showing it at air shows, 
which makes it reasonable to assume a readiness to sell 
as soon as the plants can deliver. This is a missile ready 
to be deployed. I am not saying that a sale to Pakistan is 
in the offing, but that this is something to watch out for 
in view of the arms supply relationship that already 
exists between the two countries. 


Q: Do you know of any signs suggesting that the Indian 
or Pakistani armed fores are making changes in their 
doctrine to allow for the use of or defence against, a 
nuclear strike? 


A: All I can say is that the situation is changing. Your 
former army chief, Gen. Sundarji, had written—was it in 
19817 That the pattern of the troop: deployment would 
have to change to deny the adversary’s massed targets. It 
may take quite a while to put new concepts into practice, 
but that will happen since the military in both countnes 
know fuli well the impact nuclear weapons will have on 
operations. 


Q: What is your reaction to the proposais put forward by 
the Prime Minister, Mr Rajiv Gandhi, for nuclear disar- 
mament by the superpowers and the other three nuclear 


weapon states, accompamied by a binding commitment 
by threshold countries not to cross the threshold? 


NEAR EAST & SOUTH ASIA 


Richer Version 


A: This is a richer version of the existing elements of 
Indian policy. | am not denigrating it, but I am afraid 
that the scheme requires so much to happen globally 
before the regional danger is addressed. This would 
dangerously delay attention to India’s most important 
security concerns. The proposal represents only one part 
of the India response to the regional challenge. The other 
is the approach to Pakistan on a bilateral basis including 
the important offer of a pact not to attack cach other's 
nuclear facilities. Tensions over Punjab have stalled the 
dialogue, b’ it needs to be pursued when frictions case 
a bit. Both . des have expressed interest in confidence- 
building measures which I am sure will have a swuclear 


component. 


Q: In the improved climate of international relations 
following the superpower agreement to eliminate one 
class of nuclear weapons, do you see a better prospect for 
halting nuclear proliferation” 


A: Yes, I do. A proposal like that made by (air commo- 
dore) Jasjit Singh, Director of the institute of defence 
studies and analysis for the elimination from the Asian 
landmass of all nuclear weapons, other than the strategic 
ones, gains added legitimacy. 


Q: What do you think of the proposal made by Mr K. 
Subrahmanyam former ISDA director, for a binding 
declaration by India, Pakistan, China and the Soviet 
Union against the first use of nuclear weapons? 


A: It may be a useful confidence-building measure, but it 
can't be taken as an iron-clad guarantee of nuclear safety. 
Besides, | have misgivings that a commitment against 
first use implicity legitimises nuclear deterrence. At this 
Stage when nuclear weapons are still to be operationa- 
lised to the subcontinent, this will be a step backward. 
Moreover, India may be better off with the categorical 
Chinese pledge never to use nuclear weapons against a 
non-nucleaz power. An agreement against first use would 
weaken this blanket commitments. 


109599 
PAKISTAN 


Nuclear Energy Pian Prepared 
BK0908 | 13488 Islamabad Domestic Service in English 
1100 GMT % Aug 88 


[Excerpt] During question hour [in the Senate today], the 
house was informed that Pakistan has drawn up a 
comprehensive plan of action for indigenization of its 
nuclear program to achieve self-reliance to meet its 
needs for nuclear energy. The minister for justice 
pointed out that foreign countries were not willing to 
supply nuclear plants to Pakistan 0.4 political grounds 
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imsisting that it should first sign the Nuclear Nonproli- 
feration Treaty. He reiterated Pakistan's stand not to do 
$0 unilaterally till India also signs the treaty. 


Pian for Nuclear Self-Reliance 
BK 1708142188 Islamabad Domestic Service in English 
1100 GMT 17 Aug 88 


[Text] Pakistan Atomic Energy Commission has devel- 
oped a comprehensive plan of action aimed at achieving 
maximum self-reliance in the field of nuclear power as 

quickly as possible. APP [ASSOCIATED PRESS OF 
PAKISTAN], quoting official sources in Islamabad, says 
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the commission has already acquired essential technol- 
ogy for the exploration of uranium resources and other 
materials, production of uranium concentrate and oxide, 
and manufacture of nuclear fuel elements ready to be 
used in power reactors. 


Al the same time, it has been decided to undertake the 
development of necessary infrastructure for designing 
and manufacturing a large number of other facilities for 
nuclear power generation. According to sources, Paki- 
stan will need several nuclear plants to bridge the gap 
between power demand and supply over the next 15 
years. 











FEDERAL REPUBLIC OF GERMANY 


Inattention to Nuclear Terrorism Threat in FRG 


51002453 Bonn ZIVILVERTEIDIGUNG in German: 
Parts I, il. 
No 1, 1988 pp 10-16; Parts 111, 1V. No 2, 1988 pp 5-11 


[Box] After the reactor failure in Chernobyl, there was a 
great deal of talk about technical and human failure in 
the area of the civilian utilization of nuclear energy and 
about its consequences for the life and health of millions. 
More than 30 people had to die so far in Chernobyl, 
thousands to tens of thousands will contract cancer, anc 


Official voices spread confidence. The danger of the 
unpeaceful use of nucle: energy [it 1s said] 1s overstated. 
The cases known to date give no reason for serious fears. 
Nuclear power plants are “not very suitable targets™' for 
terrorists and other malevolent persons. For one thing, 
they would be deterred by the high degree 
do 


2 
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in contrast to the FRG, the risks of the unpeaceful use of 
eclear energy are being researched extensively. To 
“same just two examples: for years the Rand Corporation 
has been carrying oul a research program on the threat to 
Anerncan nuclear installations on behalf of different 
U.S. Government agencies. And in 1986, the Nuclear 
Control Institute in W undertook an interna- 
tional Task Force on the Prevention of Nuclear Terror- 
ism, in which 26 scientists from 9 countries 
participated.* Secondly, there is extensive discussion of 
the question of the risks of nuclear misuse. Such inter- 
national conferences are taking place or. this subject, as. 
for ¢ ample, the Conference on International Terrorism: 
The Nuclear Dimension in June 1985.° Thirdly, the 
American research is free frum the suspicion that its 
results are based on prejudices against or consideration 
for the German nuclear in« “stry. 


The optimism of the German assessments 1s essentially 
based on two themes, namely, that there are no motives 
for nuclear terrorism and no feasible strategies for 
nuclear terrorism. In the following, these two themes are 
to be examined on the basis of the latest American 


research as well as previous expernence. 


Nuclear terrorism should thereby be understood as the 
illegal use of force with the help of nuclear weapons or 
against nuclear facilities and transport so as to spread 
fear and alarm.* Here we are not considering the closely 
linked problems of the diversion of nuclear maternal and 
of a nuclear black market.’ To be sure, the procurement 
of material suitable for weapons 1s an important prepa- 
ration for the use or the threatened use of nuclear 
weapons. Here, however, only those actions are to be 
examined that can lead directly to great catastrophes. 


The following comments remain limited to the motives 
and possibilities of subnational groups. To be sure. states 
have motives and definitely aave possibilities for carry- 
ing out acts of nuclear terrorism, as the attacks of Iranian 
and Israeli bombers against Iraqi and of Iraq: jets against 
Iranian nuclear power plants show.* If « turns out, 
however, that a substantial risk can result even from 
subnational groups, then this will certainly apply to 
states. It should be considered, however, that subnatio- 
nal groups can receive support from states. Meanwhile, 
many states have ized terrorism as a useful instru- 
ment of concealed | or warfare. But state assis- 
information, logistics, money, the latest weapons, and 
scientific-technical support lower the action thresholds 
and make it possible to operate at a higher level of force.” 


Il. Motives 


Only 3 percent of the radioactive stock was released at 
Chernobyl. A substantially greater damage potential 
could be activated through purposeful actions. How 
probable is it that someone strives for such catastrophic 
results? No one can answer this question unequivocally. 
There is neither an automatism of escalating tcrrorist 
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Mass murder has heretofore been infrequent and was 


want 10 present to their reference group as rational. Al 
least on the case of terror not guided by the state and 
above all for groups operating within the borders of their 
country, the reluctance to sacrifice many imnoceni peo- 
ple and thus to lose sympathy for their own cause may 
well precicde mass murder as a means of terror.*' For 
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abhorrence over this crime can wipe out all sympathy for 
the cause in the target group of the terrorists and lead to 
an alienation of the group from their supporters and 
sympathizers. The violence of a successsful nucicar 
action will greatly exceed the usual magnitude of cnm- 
nality and terrorism or at least by perceived that way. To 
counter the insecurity or even unrest in the population, 
the state would have to react with extraordinary harsh- 
ness. The intensive antiterrorism cfforts of the state 
could then overtas the power of resistance of the terronst 
group and icad to its extinction. To the extent that the 
group can be attributed to a particular social force, these 
efforts would involve more or less open state retaliatory 
actions. Through the overall political climate that 
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Sub eather team The words “atomic” or “nuclear” 


snd its political Gomands Even 2 


In the past, the great fascination with the “nuclear” was 
ene for example, by the “Revolutionary People's 
” which on 25 March |! 


heavily armed detachment. destroyed pars of the faci 
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States with them, terror groups could also sez themselves 
as forced and justified to use materials and facilities of 
the peaceful utilization of nuclear power as a weapon. 
The forced violence thus achieved could protect the 
group and its surroundings against further state deterrent 
or retaliatory measures and give it back the offensive 


with the possibility of putting through its demands. ** 


This motive can probably be found, for example, in the 
plans of the Red Brigades at the end of the 1970's to 
attack nuclear power plants in Italy or of militant Sikhs 
in 1985 to attack and destroy Indian nuclear power 
plants with the support of Pakistan, among others.“ 


In World War Il, zone bombing that also hit the civihar. 
population was undertaken by all sides. And in mos! of 
the wars waged since then. the civilian population suf- 
fered the most. Why should not the inhibitions of 
“warring” terrorists not decline just as they do for states 
at war’ Many terrorist groups see themselves at war with 
the superpowers or a military alliance. This could make 
a nuclear “counterstrike” against military facilities 
appear necessary, in which victims in the civilian popu- 
lation would also have to be accepted as unavoidable 


“collateral damage."**’ 
5. Despair/Revenge 


Also linked with the increasing successes of state antiter- 
rorist actions is the fear that a thoroughly desperate 
group might see a catastrophic action as the iast way out. 
The feeling of not having anything to lose would serve to 
diminish the inhibitions and scruples against a nuclear 
action and to provide the motive for a nuclear “twilight 
of the gods.” Precisely the downfall of a terrorist group 
and the failure of its previous conventional strategy 
could lead to such despair and squabbling that a radica- 
lized minority determined to undertake nuclear actions 
will take control over the eniire group or will break away 
from it so as to counteract the failcre of the onginal 
strategy through greater militancy and bloodier acts of 
rolence. 


Vv 


The hatred of the oppressors or the desire to avenge 
one’s own losses—as in the case of the attack against the 
nuclear power plant Koeberg*” or in the case of the 
threat of an Armenian group to detonate three nuclear 
devices in major Turkish cities to retaliate for the 
Turkish genocide of the Armenians”’—could facilitate 
this decision. The enemy 1s supposed to see how much 
what he himself does hurts. A nuclear counterattack 
could appear to be justified. especially when he actually 
or supposedly commits genocide. *' 


6. Existential Differences 


The self-imposed restraints could be diminished if the 
perpetrators and victims belong to different ethical and 
religious groups such as, for example, the named Arme- 
mians and Sikhs or the “Armed Forces for the National 
Liberation of Puerto Rico™ that in 1975 threatened to 





JPRS-TND-88-016 
2 September 1988 


detonate atomic bombs in the U.S.*? Historically the 
fight against barbarians, heathen or unbelievers has 
often had to justify acts of extreme cruelty or genocide. 
Differences and hostilities are often stylized into abso- 
lute enmity by rightwing, racist or religious groups. They 
have only contempt for their enemy and therefore may 
have considerably fewer scrupies than leftwing terrorists 
about fighting them with nuclear weapons as well.** To 
the extent that it can prevent harm to its own reference 
group, a fanatic religious group or an ethically motivated 
unit would probably not shrink back from actions that 
cruld cause the death of thousands of mortal enemies.** 
In previous actions, combatants in ethical or religious 
minorities have not been deterred either through the 
abhorrence of world public opinion or by possible retal- 
iatory actions against their countrymen or fellow 
believers.** 


7. New Terror Groups 


No one knew the “Meinhof-Puig-Antich Group™ before 
it detonated two bombs in the not yet completed nuclear 
power plant Fessenheim on 3 May 1975 or the “Com- 
mittee for Pacifism and Ecology” before if fired five 
missiles at the fast breeder reactor under construction in 
Creys Malville on 19 January 1932.°*° 


Just as today there are terror groups that were unknown 
15 years ago, groups will form in ‘he coming decades that 
will choose terrorist strategies for reasons that are not 
even conceivable today. Who can rule out that for these 
groups nuclear terrorism wili even be considerably more 
attractive than it is for the ,broups that have already 
carried our nuclear actions?°’ 


Ronfeldt and Sater from the Rand Corporation see the 
greatest danger in the formation of a new terror group 
recruited from the radicalized members of fanatical 
religious sects or splinter groups with a racist motiva- 
tion. In contrast to (5.), their strategy could from the 
outset be aimed at nuclear actions to carry out their 
apocalyptic goals, to punish the sinful world, or to 
achieve a new pardise through the purgatory of a nuclear 
catastrophe.** 


What matters is the hereafter, paradise, the future gen- 
erations or nirvana and not the sinful world in which we 
live. The first indications fur an exclusive orientation 
toward the hereafter in connection with a fanatical 
hatred are the suicidal attacks of Shiite terrorists in 
Lebanon. The increase in this form of fanaticism and 
hatred toward everything Western in the Islamic world 
makes a link between science and tech and reli- 
gious fanaticism seem more and more likely. 


In the U.S., fanatical sects are now being classified as a 
danger similar to many terrorist groups after some of 


them reinterpreted the Biblical “Armageddon,” the final 
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decisive battle between good and evil, in a nuclear sense 
in relation to the present. Others are striving for nuclear 
weapons out of Ivst for power. This is what one sect's 
publication states: 


“We need even more powerful weapons than atomic or 
hydrogen bombs...will produce such powerful weapons. 
If humanity is to survive and if millions of innocent lives 
are to be saved, then it will be the task of the apostles of 
peace to use more powerful weapons than they currently 
possess.””°° 


There are already indications of such developments. The 
German science journalist Schulenberg and the Ameri- 
can specialist on sects King consider Lyndon LaRou- 
che’s organization to be “probably the only extremist 
group that would know how ‘to build a hydrogen bomb.” 
Also among the members of LaRouche’s National Cau- 
cus of Labor Committees [NCLC], its branch in the 
FRG, the European Workers Party and its many subor- 
ganizations are, it is said, nuclear physicists and techni- 
cians. Also belonging to this widely ramified organiza- 
tion are the Fusion Foundation and the Fusion 
Energy Forum. In 1981, its publishing house came out 
with Friedwardt Winterberg’s treatise “The Physical 
Principles of Thermonuclear Explosive Devices.” Ai the 
same time, this radical rightwing organization is charac- 
terized by an illiberal and anti-Semitic radicalism. The 
NCLC newspaper “New Solidarity” called for the 
“stopping of the Jews and British...with force, if neces- 
sary, with the means that were used against Japan in 
1945. 


Ill. Strategies 


Assuming that one of the named motives develops in a 
subnational group, with which nuclear actions could it 
pursue which objectives meaningful to it? 


1. Nuclear Devices 


The secret production of a nuclear device is, to be sure, 
very difficult but it is possible and, in particular, it is 
feasible with foreign state assistance. The improved 
technical possibilities of the future will not be limited to 
the superpowers but will also help such groups carry out 
their intentions.°? None of the international experts is of 
the opinion that one can rule out the secret production of 
a functional nuclear device by terrorists. The costs other 
than the plutonium that would have to be paid for the 
building of such a device are estimated at about $10,000 
by Friedlander, at $10,000 to $30,000 by Hutchinson 
and Alexander, and about 10,000 pounds sterling by 
Widdicombe.*? 


But the question of what strategy could make possible 
the theft of plutonium and the building and possession of 
an atomic bomb is raised only very rarely. Most authors 
are of the opinion that the nuclear threat could be 
presented credibly enough by the tranmission of con- 

struction plans or plutonium samples and improves the 
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tially compared with conventional forms of terrorist 
action through the greater threat potential.** 


Mullen asks, or the other hand, what terrorists can 
achieve through the terror of mass murder that they 
could not achieve through ordinary military and guer- 
rilla methods—with less risk, at less cost and without 
inciting public disgust and provoking the state into 
political reactions that are disastrous for the terrorists as 
well. In his opinion, there is no attractive nuclear strat- 
egy for it.*° 


a nuclear threat unless they intend to maintain the 
threat. But any government can probably meet a demand 
only if it can be certain that the nuclear threat is thereby 
at an end. For a subnational group, therefore, a nuclear 
weapon is probably not a suitable means for changing 
national policy permanently, for overthrowing a govern- 
ment, or for an ethical minority to gain a homeland by 
force. Jenkins and Rubin therefore assume that nuclear 


a een nee 2 0 Sab cane 
ment of the probability nuclear terrorist actions. 
Because, on the one hand, it is by no means ruled out 
that in a specific historical situation a subnational group 
could resolve the dilemma of an atomic bomb strategy, 
namely, to raise demands that can be met in the short 
term, endure after they are fulfilled and are worth the 
great expenditure, at the same time giving the govern- 
ment adequate security thai the nuclear threat is thereby 
over.®’ On the other hand, they consider other nuclear 
actions such as the theft of plutonium, sabotage and the 
takeover or destruction of a nuclear technical installa- 
tion as the most attractive form of terrorist action from 
the point of view of the publicity effect.* 
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Schelling, on the other hand, assumes that no one has yet 
thought through all of the strategic possibilities that 
could make a nuclear weapon available to the most 
diverse groups. It is to be assumed, rather, that a group 
that can overcome the difficulties in manufacturing an 
illegal atomic bomb is also able to develop a well- 
conceived strategy. It would wait very patiently for the 
= opportunity or possibly even try to bring it about 
itself. 


It would plan a nuclear campaign and not an individual 
episode. In contrast to most terrorist actions in recent 
years, the action after the announcement or demonstra- 
tion of a nuclear weapon would probably not culminate 
in the decisive fulfillment of a single demand ending the 
episode. Rather, nezther the failure nor the success of the 
nuclear blackmail would necessarily lead to the surren- 
der or confiscation of the bomb. But even if in this way 
the bomb were to be lost or detonated, no one could be 
certain that this would exhaust the group's arsenal. If a 
subnational group acquires the capacity to use nuclear 
weapons, this is rather more likely to create a permanent 
threat situation than to bring about a limited event. An 
Organization that can credibly claim to possess nuclear 
weapons may rise to the status of a government and seek 
to maintain its existence as a “nuclear ministate™ even 
without people and land.°” 


How and for what purpose could such a group use its 
nuclear capacity? It could achieve worldwide publicity 
for itself and its cause, the spread of fear and panic, and 
recognition as a negotiating partner merely through the 
credible assertion that it possesses nuclear weapons. It 
could make its claim believable by revealing details of 
the theft of plutonium, by sending plutonium samples or 
construction plans for a nrclear device, or finally by 
detonating a bomb somewhere as a demonstration of its 
capabilities. Merely the announcement that it has 
nuclear weapons or the threat to use them against the 
population directly or indirectly would lead to panic, 
mass flight, political pressure against the government, 
and massive civil disobedience or even resistance. The 
strongest means of intimidating the government would 
be to detonate a bomb over a living target as the U.S. did 
in Hiroshima and Nagasaki. Just as then, when the 
purpose of the atomic bomb explosions was not to 
eliminate the two cities but the real objective was the 
imperial palace in Tokyo and even beyond that the 
Kremlin, the destruction of the center of a major city 
would likely also make ar resolute government ready to 
negotiate and to comply.”° 


If the organization wants to intervene in international 
and above all military conflicts or to avoid discrediting 
its cause, then it will likely justify its nuclear armament 
or even the use of its weapons by stating that it is limiting 
their use to military targets. Just as the nuclear powers 
officially keep their weapons in readiness only for the 
state of defense, the group could also limit its threat to 
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the deterrence of military actions. In this way, it would 
be conceivable that it would not appear less humane and 
legitimate than the superpowers. 


A terrorist use of nuclear power is probably much more 
suitable for deterrence than as a means of coercion. 
Whereas deterrence is supposed to influence an adver- 
sary to refrain from doing something, coercion is aimed 
at inducing him to do something positive. Whereas the 
order to do something always requires the indication of 
when, where, how much, how far, etc., the call to refrain 
does not have to be further specified and often does not 
even have to be expressed; it is determined by the 
existing reality. Furthermore, a threat with the goal of 
deterrence is more credible. Deterrence not only mini- 
mizes communications problems and the need to inter- 
pret demands but also permits the establishment of a 
threat without additional hostile acts, with no conces- 
sions, and even despite the disputing of the threat. 


2. Bombardment of Technical Nuclear Facilities and 
Transportation 


A nuclear strategy similar to that with the help of nuclear 
devices could be pursued through the bombardment of 
technical nuclear facilities. In 1987, for example, the 
U.S. Army presented a highly effective armor-piercing 
shaped-charge weapon costing only $30,000. The Fog-M 
is a missile 1.5 meters long i with a video 
camera and a special roll with 10 km of glass fiber cable 
as thin as fishing line. The gunner can thereby guide the 
device precisely into the target on his viewing screen 
with a joystick.”' In view of the expected further 
improvement of such weapons in coming years and 
decades, nuclear campaigns could become possible in 
which after a successful demonstration the destruction of 
additional facilities is announced and the nuclear power 
plants are used as pawns in a permanent nuclear black- 
mail. The possibility of destroying a reactor gives every 
aggressor nuclear striking power. 


The bombardment of a technical nuclear facility might 
be even more attractive than other forms of action, 
because it is more a continuation of terrorist traditions 
and less dangerous to the perpetrators themselves. It 
could find a prototype in the firing on the Spanish 
Ministry of Defense with || antitank rockets by the ETA 
in July 1986,”* in the mortar attack against the police 
station in the Northern Ireland town of Castlederg by the 
IRA in December 1985” or the attack against the fast 
breeder in Creys-Malville in January 1982.’° This form 
of action makes it possible to atiack any technical 
nuclear facility from a safe distance of how 
well guarded and protected it is.”® It has the disadvan- 
tage, however, that the action is locally linked to the 
installations and cannot be directed against the actual 
targets. 


Attacks against or firing upon the transporation of 
burned out fuel elements would be less localized and 
easier to carry out. With the most up-to-date portable 
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armor-piercing weapons that will be improved cven 
more in the future or with modern and large sticky 


This danger cannot be eliminated merely with a few tubs 
of flowers on the access road. On the contrary, it requires 
structural improvements of the facilities themselves. 


As a rule, to be sure, nuclear power plants in the FRG are 
better protected against external influences than US. 


the thick reactor sphere and are thus without protection 
against a strong shock wave. For older reactors in par- 
ticular, there are doubts whether even their concrete 
shielding would hold up to the greatest possible pressure 
of a truck bomb. In 1980, for example, the administra- 
tive court in Kassel rejected compact storage in the 
nuclear power plant Biblis A, because the concrete jacket 
only 65 cm thick could not stand up to an explosion ina 
gas tanker on the Rhine only 420 meters away.”° 


3. Occupation and Destruction of Technical Nuclear 
Facilities and Transportation 


Although through fortunate circumstances there has not 
yet been a release of radioactivity, the bombing attacks 
against the 70-megawatt experimental reactor Monis 
d’Aree in France on 15 August 1975, the detonation of a 
50-kg bomb in the Spanish factory “Equipos Nucleares” 
on 11 November 1979, the bomb blasts in the turbine 
room of the nuclear power plant at Lemoniz by members 
of the ETA on 13 June 1979, the attack of the Argentine 
“Revolutionary People’s Army” against Atucha on 25 
March 1°73, the destruction that a mentally disturbed 
person caused in the Indian Tarapur nuclear power plant 
in 1969 and the occupation of the “Darlington Nuclear 
Generating Station” in Canada by | 1 Greenpeace mem- 
bers on 7 June 1980*' show that it was possible in the 
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past to penetrate well-secured technical nuclear facilities 
as well. The military and paramilitary commando raids 
against strongly protected facilities investigated by the 
Rand Corporation, which were carried out by an average 
of 27 participants, had a success rate of 80 percent. The 
success of the raids shows that extremely well-equipped, 
trained and informed commandos that know how to 
utilize the element of surprise are indeed in a position to 
overcome strong security systems that are considered 
insurmountable. State agents and existing terror groups 
have shown that they are capable of such commando 
raids.** The conquest and destruction of a technical 
nuclear facility or transport must be considered a plau- 
sible and feasible terrorist action. It can lead to the 
release of large quastities of radioactivity.’ 


The capture of a transport facility for burned-out fuel 
elements combined with the threat to destroy it corre- 
sponds more closely to the customary notions about 
terrorist blackmail. In its threat potential, however, it 
would exceed the occupation of an embassy or the 
hijacking of an aircraft by several magnitudes. The 
credibility of the threat of blackmail could be increased 
if the attackers immediately blow open the concrete 
shell, so that any additional attack against the reactor 
would become a deadly threat to large parts of the 
population. 


This form of action could, for one thing, be chosen out of 
a purely destructive intention so as to give a political 
signal or to stage a terrorist twilight of the gods. But it 
would also aruuse worldwide attention io the group and 
its goals and put it in a very strong bargaining position if 
it must be expected that it wov!d also be prepared for a 
suicidal action.®* In this case, however, it is very difficult 
to imagine the use of the blackmail potential for a 
nuclear campaign. On the contrary, it will involve a 
one-time action with the above-mentioned difficulties in 
demanding acts that can be carried out in the short term, 
that are verifiable and irreversible, and that are worth 
the effort.** 


4. Dispersion 


Plutonium is very radiotoxic when inhaled. To be taken 
up in the lung and to be able to be released in the alveoli, 
however, plutonium would have to be dispersed into 
extremely small particles with a diameter of about 0.007 
mm.*’ This is supposed to be possible, for example, 
through dissemination by means of a conventional 
explosive or through the burning of a mixture of the 
smallest plutonium shavings and magnesium."* For this 
purpose, it is neither necessary to have a critical mass of 
plutonium nor does it make any relevant difference 
whether it ts reactor or weapon grade and whether it is 
available as a metal, an oxide or a crystallized nitrate. To 
contaminate an area, one needs only some plutonium 
and a dispersion mechanism. It is not simple, however, 
to disperse it over a larger area. Because of its high 
specific weight, plutonium tends to fall out of the air 
quickly. It the plutonium is dispersed very finely and 
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distributed over a large area, however, the probability 
per surface area that people will breathe plutonium 
particles into their lungs will decline. The effectiveness 
of the contamination depends upon the quantity of the 
dispersed material, the height from which it is distrib- 
uted, the distribution density, the particle size, and the 
local weather conditions and air currents. Even if one 
can wait for or produce optimum conditions, it is diffi- 
cult to predict the results of a dispersion in the open.** 


The most effective and therefore the most probable form 
of dispersion is probably the infiltration of the pluto- 
nium into the air conditicaing and ventilation system of 
a large building. But there are inherent limits to this form 
of action as well. A substantial quantity of the aerosols 
will be deposited in the kilometers of conduit of a large 
air conditioning system, others will be held back by 
passive of electrostatic filters, and still others will be 
effected by the humidity in the air, to name just a few of 
the factors complicating the effective contamination of a 
building.” 


There have already been some contamination and dis- 
persion attempts and threats. In Austria in 1974, com- 
partments in several trains and thereby 12 passengers 
were contaminated with iodine 131. In October 1974, 
the then Minister of Defense Andreotti informed the 
lialian parliament that radical rightwing terrorists had 
intended to poison water lines with uranium. In 1981, an 
employee of the LaHague reprocessing plant placed 
radioactive metal plates under the driver's seat of his 
superior’s car, thereby seriously contaminating him. In 
April 1985, a threat was made in New York to poison the 
water supply with plutonium. A short time later, an 
unusually high concentration of plutonium was discov- 
ered in the drinking water system.*' 


Bombing attacks are a frequently practiced form of 
terrorist action. An obvious intensification of this action 
possibility would be to disperse radioactive material 
with the detonation of a bomb. The action could be 
prepared and carried out in the usual manner but the 
results and attention would be increased many times 
over. 


All experts consider the dispersion of plutonium to be 
considerably easier than the secret production of a 
nuclear device. If the building of a bomb turns out to be 
too difficult for a group that has acquired plutonium, it 
could, with the necessary instruments and skills, shift to 
a dispersion strategy. Because of the lesser requirements, 
a threat to contaminate an area with plutonium would be 
more credible than the threat with an atomic bomb. The 
threat potential, however, would be less than that of a 
nuclear device. No one has yet carried out such an 
experiment. Nevertheless, it is assumed that the number 
of victims of a successful dispersion—very much 
depending upon the quantity dispersed and the specific 
circumstances—would more likely be in the hundreds 
than in the thousands.”? It is therefore possible, on the 
one hand, that an appropriate relationship between 
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effort, threat and possible consequences may be more 
achievable than for a threat with an atomic bomb. On 
the other hand, however, it may also be more difficult to 
establish such a compelling threat that would make 
possible a campaign of nuclear blackmail. 


As a means of contaminating an area, plutonium repre- 
sents an enormous threat potential. In only a few cases, 
however, would dispersion benefii the cause pursued. A 
specific use is hardly possible. It often works against 
friend and foe alike and primarily affects those who are 
least able to resist—children, the sick and elderly. For 
this reason, the barely calculable results may well be 
generally counterproductive to the objectives of the 
perpetrators. Nevertheless, one cannot rule out its use 
against a definite population group or against a gathering 
of representatives of the “system” (the German parlia- 
ment, for example) either out of pure revenge or pure 
desperation.** 


The results of the plutonium poisoning do not occur 
until a later point in time. A few victims will die of 
fibrosis within days or weeks because of the high doses of 
toxic contamination but most will die of lung cancer 
years or decades later.°* A much larger number, to be 
sure, will have to iive in fear of being among these 
victims. In regard to its terrorist success, a plutonium 
dispersion participates in the fear emanating from the 
word “plutonium” or “nuclear contamination” but it 
lacks the immediate and sensational effect, the shedding 
of blood and the destruction that make the terrorist 
attacks into an irrestible media event. 


It could turn out to be a feasible and reasonable strategy 
to contaminate physical property. Because of the high 
costs of a decontamination and the long half-life of 
plutonium, real estate such as barracks, weapons arse- 
nals or disputed construction sites, manufacturing facil- 
ities such as technical nuclear installations or chemical 
plants, buildings or cultural centers are made inaccessi- 
ble and unusable for thousands of years. This form of 
action may have a certain attractiveness especially when 
the contaminated area or object has a symbolic or 
material value for the aggressor or the society.”° 


5. Nuclear Bluff 


The more plutonium is in circulation, the more probable 
is the “currently most probable form of nuclear 
terrorism”*’: the bluff. For to carry it out, it is neither 
necessary actually to possess adequate nuclear material 
and the technical skills nor is it necessary to be deter- 
mined to carry out mass murder. It is enough to pretend 
both. According to a statistic of the “National Emer- 
gency Search Team” (NEST), U.S. ies received 
many atomic bomb threats between 1974 and 1980, of 
which about 80 were assessed as credible. In two cases, 
the NEST had to spend days checking into the threat- 
ened atomic bombs.”* 
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The effects of a bluff would be similar to those of a 
serious nuclear threat. Merely the believable threat with 
a nuclear device, with the bombardment or destruction 
of a nuclear technical facility or a transport or with the 
nuclear contamination of a city would be sufficient to 
produce panic, hysteria and political confusion. The 
massive panic reactions during the crisis in the Three 
Mile Island nuclear power plant in March and April 
1979 indicate the possible consequences of such a threat. 
Merely the announcement of a nuclear action could be 
enough to present the government as helpless, incompe- 
tent and powerless. How else except through submission 
should it react when it cannot preclude with full cer- 
tainty the possibility of the threatened mass murder with 
certainty? 


The blackmailers could make their threat credible by 
sending to agencies and the press plutonium samples, 
c¢<struction drawings of nuclear devices or dispersion 
mechanisms, plans of security installations of technical 
nuclear facilities, or the description of weapons in their 
possession. The difficulties in distinguishing between a 
biuff and serious blackmail are extremely great and 
increase with the number of installations to be protected, 
the number of employees that may cooperate with the 
blackmailers, and the quantity of plutonium that is 
handled and transported daily. It is often impossible to 
achieve the necessary certainty about the bluff in view of 
the possible damage. If the press gets hold of the black- 
mail story and gives extensive coverage to the nuclear 
threat, its coercive effect would be strengthened substan- 
tially. For the incensed population would put the gov- 
ernment under extreme political pressure to fulfill the 
demands of the blackmailers rather than to play poker 
with the lives of thousands to test the credibility of the 
threat. 


IV. Conclusions 


The international experts considered here have seen the 
danger of nuclear terrorism in a different light since 
about the end of the 1970's." With just a few 
exceptions,'°' they consider nuclear terrorism to be a 
real danger that either already exists today or at least one 
that will become more and more critical in the near 
future.'°? In their opinion, the danger is increasing 
constantly.'°? For “to the extent that the processing of 
plutonium increases, there is also an increased risk of it 
falling in the hands of terrorists. To the extent that the 
capabilities of terrorists increase, it becomes more prob- 
able that can use them to build an explosive device.”'* 


The U.S. Nuclear Reguiatory Commission already con- 
siders nuclear terror to be a “serious possible threat.”'°° 
Simi , others characterize it as a “clear and present 
danger”’®*, as an “extraordinary worldwide danger”'°’, 


“perhaps the greatest danger of our age”'®*, and even as 
the “greatest danger for civilization today.”'®? In a 
report to the American Congress in November 1987, the 
U.S. Department of Defense assesses the danger that 
terrorists will acquire plutonium or uranium suitable for 
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weapons and make an atomic bomb out of it as more and 
more probable.''° For most experts, the question is not 
whether nuclear terrorism is possible but only when and 
how often.''' “Sometime before the end of the 1980's, a 
nongovernmental organization will have nuclear weap- 
ons. If not in the 1980's, then in the 1990’s.”''? 
“Without a drastic change in the handling cf fissionable 
material, the possibility will become a certainty in the 
next decade or the one after that.”''? 


substantial 

pense with reprocessing facility and the start-up of 
the fast breeder. A plutonium processing at “Alkem™ in 
Hanau would then no longer be necessary. For we in the 
FRG should also take seriously the most urgent demand 
of the “International Task Force on Prevention of 
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Alarm Over Plutonium Find in UK 


Rubbish 
51500220 Dublin IRISH INDEPENDENT in English 
14 Jul 88 pp 1, 2 


[Article by Senan Molony: “British Nuke Tip Find 
Alarms” ] 


[Text] The discovery of a canister containing plutonium 
oxide on a “rubbish tip” near Sellaficid is a further 
iodlention ef Gaetan tisemmamanne Uipeitetls $ man- 
agement, an Irish nuclear power expert said last night. 


Professor Robert Blackith of Trinity College sand pluto- 
nium oxide was just as threatening as the metal itself, 
which has been described as the most dangerous sub- 
stance on the planet. 


“If any tiny particle gets into the lung or is incorporated 
into the body, it can cause cancer because plutonium 
emits alpha-radiation.” 


The disclosure of the latest lapse at Scilaficld came as 
British Nuclear Fuels, Lid., announced the closure of one 
of Britain's oldest nuclear power stations—Magnox 
power station in Gloucestershire. 


Energy Minister Ray Burke said he now looked forward 
to the closure of the other British nuclear power plants. 
The government has been pressing for some time for the 
complete shutdown of the Sellafield plant. 


The Sellafield canister was found at a low-level waste 
site, British Nuclear Fuels Lid, acknowledged yesterday. 
The company immediately announced an inquiry into 
the find at Drigg, West Cumbria. 


The canister, unearthed by builders on Monday, is 
believed to have originated from Sellafield and may have 
been dumped in breach of disposal safeguards during the 
1970s. 





anything soluble 1s leaked directly into a local stream. he 
said. But work was now under way to lay down a new 
layer of topsoil and control drainage at the tip. 


51500221 Belfast NEWS LETTER in English 
7 Jun 88 p 8 


[Text] The Dublin government covered up the real effect 
of the Chernobyl nuclear disaster on Eire farming, the 
National Co-operative Council has claimed in Dublin. 
AS a result, the reputation of Eire food products has been 
damaged says a report by the council. 
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TURKEY 
Atomic Institute on Contaminated Tea 
741308182188 Ankara Domestic Service in Turkish 


1600 GMT 13 Aug 88 


[Text] Attila Ozmen, the chairman of the Atomic Energy 
Institute, has said that the radioactive 1986 tea harvest 
which 18 stored in vanous warchouses in the Rize regson 
is not an environmental hazard. In a statement after 
studying the situation in Rize, Ozmen said that thanks to 

taken, contaminated tea has been pre- 
consumer. He said that by 
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